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Preface 



Over the past 20 years, technological advances in molecular biology have 
proven invaluable to the understanding of the pathogenesis of human cancer. 
The application of molecular technology to the study of cancer has not only 
led to advances in tumor diagnosis, but has also provided markers for the 
assessment of prognosis and disease progression. The aim of Molecular Analy- 
sis of Cancer is to provide a comprehensive collection of the most up-to-date 
techniques for the detection of molecular changes in human cancer. Leading 
researchers in the field have contributed chapters detailing practical proce- 
dures for a wide range of state-of-the-art techniques. 

Molecular Analysis of Cancer includes chapters describing techniques 
for the identification of chromosomal abnormalities and comprising: fluores- 
cent in situ hybridization (FISH), spectral karyotyping (SKY), comparative 
genomic hybridization (CGH), and microsatellite analysis. FISH has a promi- 
nent role in the molecular analysis of cancer and can be used for the detection 
of numerical and structural chromosomal abnormalities. The recently described 
SKY, in which all human metaphase chromosomes are visualized in specific 
colors, allows for the definition of all chromosomal rearrangements and marker 
chromosomes in a tumor cell. Protocols for the detection of chromosomal rear- 
rangements by PCR and RT-PCR are described, as well as the technique of 
DNA fingerprinting, a powerful tool for studying somatic genetic alterations 
in tumorigenesis. A number of approaches to identify mutations are detailed, 
and include SSCP, DGGE, the nonisotopic RNase cleavage assay, the protein 
truncation assay, and DNA sequencing. A change in DNA methylation status 
is commonly observed in cancer, and specific methodology for methylation 
analysis is also provided by this volume. 

The analysis of gene expression represents a key area of research in the 
study of human cancer and a number of chapters in Molecular Analysis of 
Cancer address this subject. Global RNA expression analysis using microarray 
technology allows the identification of genes that are differentially expressed 
in tumor versus normal tissues. This is a powerful approach for identifying 
genes that are central to disease development or progression and can also iden- 
tify new prognostic markers. 
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A reduction in telomere length, together with expression of the telomere 
maintenance enzyme, telomerase, has been described in a wide range of 
human cancers. To complete the volume, we include chapters describing the 
measurement of telomere length and telomerase levels, an area of extensive 
study in the field of cancer research. 

We wish to thank the authors of the various chapters of Molecular Analysis 
of Cancer for their excellent contributions. Clearly, they share our hope that 
this volume will assist other researchers in the analysis and detection of 
genetic abnormalities occurring in human malignancy, and lead to a better 
understanding of the molecular pathogenesis of cancer. 

Jackie Boultwood 
Carrie Fidler 
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1 

Molecular Analysis of Cancer 

An Overview 
Ken Mills 



1. Introduction 

Cancer is a complex disease occurring as a result of a progressive accumula- 
tion of genetic aberrations and epigenetic changes that enable escape from nor- 
mal cellular and environmental controls (/). Neoplastic cells may have 
numerous acquired genetic abnormalities including aneuploidy, chromosomal 
rearrangements, amplifications, deletions, gene rearrangements, and loss-of- 
function or gain-of-function mutations. Recent studies have also highlighted 
the importance of epigenetic alterations of certain genes that result in the 
inactivation of their functions in some human cancers. These aberrations 
lead to the abnormal behavior common to all neoplastic cells: dysregulated 
growth, lack of contact inhibition, genomic instability, and propensity for 
metastasis. 

The genes affected by mutations in cancer may be divided into two main 
classes: genes that have gain-of-function (activating) mutations, which are 
known as oncogenes; and genes for which both alleles have loss-of-function 
(inactivating) mutations, which are known as tumor suppressor genes. Close to 
100 genes have been shown to play a role in the development or progression of 
human cancers, some of which have been implicated in a broad spectrum of 
malignancies, whereas others are unique to a specific type. Cancers can arise 
via the aberration of different combinations of genes, which in turn may be 
mutated, overexpressed, or deleted. The order in which these events occur has 
also proved to be important. For example, in breast cancer it has been proposed 
that at least 10 distinct gene alterations may be involved in disease initiation 
and progression (2). The study of colon cancer has shown that carcinogenesis 

From: Methods in Molecular Medicine, vol. 68: Molecular Analysis of Cancer 
Edited by: J. Boultwood and C. Fidler © Humana Press Inc., Totowa, NJ 



2 Mills 

is a multistage process involving the activation of cellular oncogenes, the dele- 
tion of multiple chromosomal regions, and the loss of function of tumor sup- 
pressor genes (3). 

Technologic advances in molecular biology over the past 20-25 yr have led 
to a dramatic increase in the identification of the molecular processes involved 
in tumorigenesis. Over this period, the molecular basis of cancer no longer 
holds the mystery that it once did (1). It is, however, also clear that the knowl- 
edge that has been accumulated is insufficient to claim a total understanding of 
the mechanism of cancer development. This volume has brought together a 
number of relevant techniques by which genetic abnormalities occurring in 
cancer can be detected and analyzed. This, in turn, will give rise to other 
avenues of study, such as: how mutations affect function, how these genes are 
regulated, and how they interact with each other. 

The mutational analysis of oncogenes and tumor suppressor genes can pro- 
vide evidence for a specific association between these genes and tumor type. 
These genes can be altered during carcinogenesis by different mechanisms such 
as point mutations, chromosomal translocations, gene amplification, or dele- 
tion. Furthermore, these genes may be analyzed at different levels — DNA, 
RNA, or expressed proteins. 

2. DNA Analysis 

Mutational analysis can be performed using a variety of techniques, and the 
majority of these are highlighted in this volume. The amplification of specific 
regions of DNA or RNA (Chapters 5-8) by the polymerase chain reaction (PCR) 
has opened endless possibilities that can be used for the rapid and efficient detec- 
tion of alterations, even single nucleotide changes. These PCR-based techniques 
rely on changes in electrophoretic mobility induced by altered single- stranded 
secondary structure (single- strand conformation polymorphism) (Chapter 9), by 
altered dissociation rates of the DNA fragments (denaturing gradient gel electro- 
phoresis) (Chapter 10), or by RNase cleavage assays (Chapter 11). PCR can also 
be used for the rapid and quantitative detection of chromosomal rearrangements, 
such as commonly observed in leukemia (Chapter 7). PCR is designed to specifi- 
cally amplify genomic fragments that are not normally contiguous and are, there- 
fore, unique to that type of gene rearrangement. Converting the RNA to DNA 
with reverse transcriptase (RT) prior to the PCR stage is usually required for this 
assay. However, in some cases, genomic DNA can be used for the direct ampli- 
fication of translocation break points (Chapter 7). A variation on the PCR theme 
involves the use of DNA fingerprints to detect genetic rearrangements in cancer 
(Chapter 8). The primers are often arbitrary or repeat (e.g., ALU) sequences, 
which will give, after electrophoresis, a DNA fingerprint that can be used for the 
detection of genetic abnormalities. Microsatellite repeats occur throughout the 
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genome and can be used as markers for genetic alterations, usually for the loss of 
heterozygosity, which will indicate that a deletion has occurred that overlaps that 
specific marker (Chapter 5). For specific genes involved in certain cancers, the 
mutational analysis can be carried out using a protein truncation assay (Chapter 12). 
This assay involves the identification of abnormal polypeptides synthesized in 
vitro from RT-PCR products, and the truncating mutations are usually confirmed 
by sequence analysis. 

3. RNA Expression Analysis 

DNA microarray technology, which makes use of high-density two-dimen- 
sional oligonucleotide probe arrays containing hundreds or thousands of oli- 
gonucleotide probes, represents a powerful new DNA sequence analysis tool 
to test for a variety of genetic mutations (Chapters 1 5 and 1 6). Hybridization to 
cDNA microarrays allows the simultaneous parallel expression analysis of 
thousands of genes. High-throughput gene expression profiling increasingly is 
becoming a valuable method for identifying genes differentially expressed in 
tumor vs normal tissues. Gene expression microarrays hold great promise for 
studies of human tumorigenesis, and the large gene expression data sets pro- 
duced have the potential to provide novel insights into fundamental cancer 
biology at the molecular level (Chapter 16). Indeed, cDNA microarray tech- 
nology has already begun to aid in the elucidation of the genetic events under- 
lying the initiation and progression of some human cancers. Differentially 
expressed genes can also be detected by other techniques such as differential 
display (Chapter 14), which involves a random primed RT-PCR display or 
fingerprint of subsets of expressed RNA, or subtractive hybridization, which 
involves the enrichment of genes preferentially expressed in one tissue com- 
pared with a second. 

4. Chromosomal Analysis 

Fluorescence in situ hybridization (FISH) is one of the techniques with an 
expanding role in the molecular analysis of cancer (Chapter 2). It can be used 
for the simple detection of numerical and structural chromosomal abnormali- 
ties that may occur in cancer cells and is particularly useful as a tool for the 
diagnosis of nonrandom translocations in leukemia and numerous other can- 
cers. To date, most FISH studies have involved the use of single whole-chro- 
mosome or gene probes. This has been taken to new levels by the development 
of spectral karyotyping, which involves the hybridization of 24 fluorescently 
labeled chromosome painting probes to metaphase spreads in such a manner 
that simultaneous visualization of each of the chromosomes in a different color 
is accomplished (Chapter 3). Using this method, it is possible to define all 
chromosomal rearrangements and identify all of the marker chromosomes in 



4 Mills 

tumor cells. Comparative genomic hybridization (CGH) is a FISH-based tech- 
nique that can detect gains and losses of whole chromosomes and 
subchromosomal regions (Chapter 4). CGH is based on a two-color, competi- 
tive FISH of differentially labeled tumor and reference DNA to normal 
metaphase chromosomes and can scan the whole genome without prior knowl- 
edge of specific chromosomal abnormalities. 

5. Analysis of Methylation Status 

Some molecular methods will analyze specific changes to the DNA struc- 
ture or genomic modifications. Changes in the DNA methylation status are one 
of the most common detectable abnormalities in human cancer. Hypermethy- 
lation within the promoters of selected genes is especially common and is usu- 
ally associated with inactivation of the involved gene or genes and may be an 
early event in the pathogenesis of some cancers, whereas other genes become 
methylated during disease progression (Chapter 18). 

6. Telomere and Telomerase Activity 

Telomeres are repetitive DNA sequences at chromosome ends, which are 
necessary for maintaining chromosomal integrity. A reduction in telomere 
length has been described in a wide range of human cancers, including both 
solid tumors and leukemias. The enzyme telomerase synthesizes de novo 
telomeric repeats and incorporates them onto the DNA 3' ends of chromosomes. 
Telomere shortening in normal cells is a result of DNA replication events, and 
reduction beyond a critical length is a signal for cellular senescence. However, 
the maintenance of telomere length, by the activation of the enzyme telomerase, 
is thought to be essential for immortalization of human cancer cells to compen- 
sate for the loss of DNA from the ends of chromosomes. Therefore, the mea- 
surement of telomere length (Chapter 20) and telomerase enzyme activity 
levels (Chapter 21) are important in monitoring disease progression or response 
to therapy. Recently, the possible manipulation of telomerase has generated 
some excitement as an anticancer strategy. 

7. Clonal Origin of Cancer 

The methods I have described allow the investigator to study the myriad of 
genetic alterations that can occur during the initiation, development, and pro- 
gression of cancer. However, it is also possible to provide insight into the 
transition from somatic cell mutation to neoplasia. The clonal origin of cells 
can be assessed in patients with X chromosome-linked polymorphisms, taking 
advantage of the random inactivation of the X chromosome (Chapter 19). The 
inactivation is related to the differentially methylated patterns on the active 
and inactive X chromosomes. 
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8. Summary 

Human cancers are generally characterized by acquisition of a series of 
somatic mutations. Molecular techniques, such as those described in this vol- 
ume, have been used to identify a plethora of chromosomal translocations and 
mutations associated with carcinogenesis. The analysis and comparison of the 
array of genetic changes occurring in malignancy will enable a move toward a 
better understanding of cancer development. This will eventually lead to the 
development of improved therapies tailored to take into account the cytoge- 
netic and molecular characteristics of specific human cancers. 
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Detection of Chromosome Abnormalities 

in Leukemia Using Fluorescence In Situ Hybridization 

Lyndal Kearney, Sabrina Tosi, and Rina J. Jaju 



1. Introduction 

Cytogenetic analysis plays a pivotal role in the diagnosis and management of 
patients with hematologic malignancies. In research, the identification of specific 
chromosomal rearrangements associated with defined clinical groups has led to an 
explosion in the knowledge of basic mechanisms contributing to leukemogenesis. 
The strength of cytogenetic analysis is as a direct method for screening the whole 
genome. However, the interpretation of the banding pattern of highly rearranged 
chromosomes is often unreliable. Since the advent of molecular cytogenetic tech- 
nologies based around fluorescence in situ hybridization (FISH), the accuracy of 
cytogenetic diagnosis has been considerably enhanced. Specific problems hamper- 
ing the accurate analysis of leukemic karyotypes such as the low mitotic index, 
heterogeneity of the sample, and often poor morphology of chromosomes are also 
largely overcome by FISH. One of the most significant advances is the use of 
interphase FISH, which permits the use of nondividing cells as DNA targets and 
enables a large number of cells to be evaluated (1-4). This has advantages for 
monitoring disease progression, response to treatment, and success of bone mar- 
row transplantation. The simultaneous identification of cell type (by morphology 
or immunophenotype) and chromosome abnormality (by FISH) is also possible, 
allowing the identification of cell lineages involved in the neoplastic clone (5). 

The application of FISH to metaphase chromosomes provides unequivocal 
evidence of chromosome rearrangements. Whole-chromosome painting 
probes, derived from chromosome-specific libraries, or polymerase chain 
reaction (PCR) amplification of flow-sorted or microdissected chromosomes 
can be used to identify accurately the components of complex rearrangements 
and marker chromosomes (6-10). Chromosome-specific centromeric probes, 

From: Methods in Molecular Medicine, vol. 68: Molecular Analysis of Cancer 
Edited by: J. Boultwood and C. Fidler © Humana Press Inc., Totowa, NJ 
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targeting the tandemly repeated alpha (or beta) satellite sequences present in 
the heterochromatin of chromosome centromeres, are invaluable for the rapid 
visualization of numerical chromosome abnormalities. Specific gene probes 
for the detection of leukemia-associated translocations and inversions (11-13) 
allow accurate detection of these rearrangements, especially in complex or 
masked versions of the translocation, and are particularly useful for interphase 
analysis. A significant advance in the resolution of FISH for the visualization 
of translocations is provided by hybridization to extended DNA fibers, so-called 
fiber-FISH. This is particularly valuable for the analysis of chromosome rear- 
rangements with highly variable breakpoints, provided there is a well-charac- 
terized contig of the region (14,15). 

One of the most appealing aspects of FISH is the ability to identify several 
targets simultaneously using different colors (so-called multicolor FISH) (see 
Fig. 1A). The most recent developments in this area are those that enable "color 
karyotyping," using whole-chromosome painting probes that delineate each of 
the 22 pairs of autosomes and the sex chromosomes in a different color. The 
related techniques of multiplex-FISH (M-FISH) and spectral karyotyping 
(SKY) (16,17) provide the prospect of a molecular analysis of karyotype. One 
of these, SKY, is detailed in Chapter 3. Herein we outline the basic FISH meth- 
odologies, as well as some of the more advanced techniques, with particular 
reference to specific applications in hematologic malignancy. Further special- 
ized in situ hybridization methods are given in ref. 18. 



Fig. 1. Examples of applications for FISH in leukemia. (A) Dual-color FISH using 
whole chromosome painting probes for chromosomes 7 (green) and 12 (red) to a leu- 
kemic metaphase from an acute myeloid leukemia patient. This identified a cryptic 
translocation between chromosomes 7 and 12. In this metaphase chromosome 12 
material is visible on the der(7) (arrow); however, the reciprocal chromosome 7 mate- 
rial is not visible on the der(12). (B) Dual-color FISH to map the extent of the 5q 
deletion in a leukemic metaphase from a patient with 5q- syndrome. A 5p subtelomeric 
probe (red) was cohybridized to tag both chromosomes 5, to ensure that only 
metaphases containing the del(5q) were evaluated. Green fluorescent signal corre- 
sponding to a probe containing the CSF1R gene is present on the normal homolog, but 
absent from the del(5q) (arrow). (C,D) Combined immunophenotyping and FISH 
(using a YAC probe containing the CSF1R gene) to bone marrow cells from a patient 
with a del(5q) clonal chromosome marker. In each case, the APAAP positive cells 
show bright red fluorescence. In (C) the CD3 antibody identifies a T cell with two 
green fluorescent FISH signals corresponding to the YAC. In (D) the glycophorin A 
antibody identifies an erythroid precursor with only one fluorescent signal. This con- 
firms that the erythroid, but not the T-lymphocyte, lineage is involved in the malignant 







clone in this patient. (E) M-FISH karyotype of a metaphase from the leukemia-de- 
rived cell line GF-D8. Metaphases were hybridized with a set of combinatorially labeled 
whole chromosome painting probes, and chromosomes assigned a pseudocolor according 
to their unique fluorochrome composition using Powergene M-FISH software (Applied 
Imaging, Newcastle, UK). Structurally abnormal chromosomes thus identified are indicated 
by arrows. 
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2. Materials 

2. 1. Preparation of Bone Marrow Metaphase Chromosomes 

1. Bone marrow aspirate collected into sterile bottles containing transport medium 
(RPMI 1640 plus 50 U/mL of penicillin, 50 ug/mL of streptomycin, and 10 U/mL 
of preservative-free lithium heparin). 

2. Thymidine, crystalline (Sigma, St. Louis, MO): 100 \iM stock. 

3. 5-Fluorodeoxyuridine (Sigma): 100 \iM stock. 

4. Uridine (Sigma): 400 \iM stock. 

5. Colcemid (10 u,g/mL) (Gibco). 

6. Culture medium: RPMI 1640, 50 U/mL of penicillin, 50 u,g/mL of streptomycin, 
2 mM L-glutamine, 20% fetal calf serum (FCS) (all from Gibco-BRL). 

7. Hypotonic solution: 0.075 M KC1. 

8. Fixative: 3:1 AnalaR methanokglacial acetic acid, at 4°C. 

9. Precleaned microscope slides (Superfrost, BDH). 

2.2. Pretreatment of Chromosomes and Nuclei 

1. Pepsin (100 mg/mL) (Sigma). 

2. Phosphate-buffered saline (PBS)/50 mM MgCl 2 : 50 mL of 1 M MgCl 2 + 950 mL 
of IX PBS. 

3. PBS/50 mM MgCl 2 /l % formaldehyde (make up fresh each time): 2.7 mL of form- 
aldehyde in 100 mL of PBS/MgCL 

4. PBS (IX): 8 g of NaCl, 0.2 g of KC1, 1.44 g of Na 2 HP0 4 , 0.2 g of KH 2 P0 4 in 800 mL 
of H 2 0, pH to 7.4 with HC1. Add H 2 to 1 L. 

5. RNase A (10 mg/mL) (Sigma) (boiled for 10 min to remove contaminating 
DNase). 

6. Formaldehyde (40% [w/v]). 

2.3. Preparation of Probe DNA 

2.3.1. Cosmids, P1 Artificial Chromosomes (PACs) 

1. 2X TY medium (1 L): 16 g of Bacto tryptone, 10 g of yeast extract, 5 g of NaCl. 

2. Glucose/EDTA/Tris (GET): 0.9% glucose, 10 mMEDTA, 25 mMTris-HCl, pH 7.0. 

3. NaOH/sodium dodecyl sulfate (SDS): 0.2 M NaOH, 1% SDS. 

4. 3MKOAc, pH5.5. 

5. RNase A (DNase free) (10 mg/mL) (Sigma). 

2.3.2. Yeast Artificial Chromosomes (YACs) 

1. YEPD medium (1 L): 10 g of Bacto yeast extract, 20 g of Bactopeptone, 20 g of 
dextrose, 10 mL of adenine sulfate (0.5% in 0.5 M of HC1). 

2. GDIS: 2% Triton X- 100, 1% SDS, 100 mM NaCl, 10 mMTris-HCl, pH 7.4, 
1 mM EDTA. 

3. Phenol:chloroform:isoamyl alcohol (25:24:1). 

4. RNase A (DNase free) (10 mg/mL) (Sigma). 

5. Glass beads, 710-1 180 jxm, acid washed (Sigma). 
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2.4. Nick Translation Labeling 

1. Purified probe DNA (1 ixg). 

2. 10X Nick translation buffer: 0.5 M Tris-HCl, pH 7.5, 50 mM MgCl 2 , 0.5 mg/mL 
of nuclease-free bovine serum albumin (BSA). 

3. 1 mM Biotin-16-dUTP (bio-16-dUTP), 1 mM digoxigenin-11-dUTP (dig- 11- 
dUTP) (Roche Diagnostics). 

4. 100 mM Dithiothreitol (DTT) (Sigma). 

5. dNTP mix: 0.5 mM each dATP, dCTP, dGTP, and 0.1 mM dTTP (Roche Diag- 
nostics). 

6. DNase 1 (200,000 U) (Roche Diagnostics). 

7 . DNase 1 dilution buffer: 50% glycerol, 0.15 M NaCl, 20 mM sodium acetate, pH 5 .0. 

8. DNA polymerase 1 (10 U/jxL) (New England Biolabs). 

9. MicroSpin G50 columns (Amersham Pharmacia Biotech). 

10. Escherichia coli tRNA (10 mg/mL) (Roche Diagnostics). 

11. Salmon sperm DNA (5 mg/mL, sonicated to 200-500 bp) (Sigma). 

12. TE: 10 mM Tris-HCl, pH 7.5, 1 mM EDTA. 

13. Gel-loading buffer (5X bromophenol blue): 10% (w/v) Ficoll, 0.1 M Na 2 EDTA, 
0.5% (w/v) SDS, 0.1% (w/v) bromophenol blue. 

14. Electrophoresis buffer (10X TBE): 108 g of Tris base (89 mM), 55 g of boric acid 
(89 mM), 40 mL of 0.5 M EDTA, pH 8.0 (2 mM) per liter. 

15. Phi~K.ll A HaeWl size marker (BRL Life Technologies). 

2.5. Competitive In Situ Suppression Hybridization 

1. Human Cot-1 DNA (BRL Life Technologies). 

2. 3 M Sodium acetate. 

3. Denaturing solution: 70% (v/v) formamide, 2X saline sodium citrate (SSC), 
0.1 mM EDTA, pH 7.0. 

4. Hybridization buffer: 50% (v/v) formamide, 10% (w/v) dextran sulfate, 1% (v/v) 
Triton X-100, 2X SSC, pH 7.0. 

5. Formamide (purified) (Fluka). 

6. 50% Dextran sulfate. 

7. 20X SSC: IX SSC = 150 mM sodium chloride, 15 mM sodium citrate, pH 7.0. 

8. Blocking solution: 3% (w/v) BSA in 4X SSC, 0.05% (v/v) Triton X-100 (make 
up fresh). 

9. Wash solution: 4X SSC, 0.05% (v/v) Triton X-100. 

2.6. Detection of Bound, Labeled Probe 

1. Fluorescence microscope (epifluorescence illumination), with suitable fluores- 
cence objectives and filter sets (usually need separate filter sets for fluorescein 
isothiocyanate [FITC], Texas red/rhodamine and 4,6-diamidino-2-phenylindole 
[DAPI]/AMCA, as well as a double or triple filter block). 

2. Avidin-DCS-FITC (1 mg/mL) (Vector). 

3. Biotinylated anti-avidin D (0.5 mg/mL) (Vector). 

4. Propidium iodide (Sigma). 
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5. DAPI (Sigma). 

6. Vectashield mountant (Vector). 

7. Avidin DCS-Texas red (2.5 mg/mL stock) (Vector). 

8. Diluent for antibodies: blocking solution, filtered through a 0.45-jxm syringe fil- 
ter. Stock antibody solutions are stored at -20°C. 

9. Monoclonal antidigoxigenin (Sigma). 

10. Rabbit antimouse Ig-FITC (Sigma). 

11. Monoclonal antirabbit-FITC (Sigma). 

2.7. Degenerate Oligonucleotide Primer-PCR Amplification 
of Flow-Sorted Chromosomes 

1. Flow-sorted chromosomes (approximate concentration: 500/jxL). 

2. 2X PCR buffer: 10 mM MgCl 2 , 100 mM KC1, 20 mM Tris-HCl, pH 8.4, 
0.2 mg/mL of gelatin. 

3. dNTP mix: 2 mM each dATP, dCTP, dGTP, dTTP. 

4. 6-MW primer: 5' CCGACTCGAGNNNNNNATGTGG 3' (30 \iM). 

5. Tag 1 (2.5 U/jxL) polymerase (Roche Diagnostics). 

6. 1 mM Biotin-16-dUTP or 1 mM dig-1 1-dUTP (Roche Diagnostics). 

2.8. Alkaline Phosphatase Antialkaline Phosphatase Staining 

1. Thin bone marrow smears (store unfixed wrapped in foil at -20° C). 

2. Tris-buffered saline (TBS): 1 M Tris, 0.5 M NaCl. 

3. Appropriate primary monoclonal antibody. 

4. Rabbit antimouse antibody (Z259; Dako, Cambridge, UK) diluted 1:500 in TBS. 

5. Monoclonal alkaline phosphatase antialkaline phosphatase (APAAP) complex 
(1:500 dilution) (Roche Diagnostics). 

6. Alkaline phosphatase substrate: Dissolve 2 mg of naphthol AS mix (Sigma) into 
10 mL of 0.1 M Tris buffer (pH 8.2). To this add 10 mg of Fast Red TR mix 
(Sigma) and dissolve. Then add levamisole (0.1 M) (Sigma) to block endogenous 
alkaline phosphatase. Filter before use. 

3. Methods 

3. 1. Preparation of Target Material 

3.1.1 Culture and Harvesting of Mitotic Chromosomes from Leukemic 
Bone Marrow (see ref. 1 9) 

1 . Set up between one and four cultures, depending on the white cell count. Each culture 
should contain approx 1 x 10 6 cells/mL. In most cases, the following will suffice: 

a. Direct harvesting after 1 h exposed to colcemid (0.1 jxg/mL). 

b. A 24-h incubation with the addition of colcemid for the last hour. 

c. Twenty-four hour synchronized cultures. For these, add fluorodeoxyuridine 
(0.1 u,M) and uridine (4 \iM) after 24 h and reincubate the cultures overnight 
(16-18 h). Finally, add thymidine (10 u.M), and reincubate for 5 to 6 h before 
adding of colcemid for 10 min before harvesting. 
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2. Centrifuge at lOOg for 5 min. Discard the supernatant and resuspend the pellet in 
hypotonic solution (prewarmed to 37°C). Incubate at 37°C for 20 min. 

3. Centrifuge, discard the supernatant, and mix the pellet in the small volume of 
hypotonic solution remaining. Add freshly made fixative dropwise, with mixing. 
Add the first milliliter of fixative slowly, and then make up to 10 mL. 

4. Leave in fixative for 30 min at 4°C. Centrifuge at lOOg for 5 min, then wash in 
three to five changes of fixative before making slides. 

5. Wipe Superfrost slides clean with absolute ethanol just before use. 

6. Place a drop of cell suspension on each slide and air-dry. Monitor the quality of 
chromosome spreading under phase contrast. Chromosomes should be well 
spread without visible cytoplasm and should appear dark gray under phase con- 
trast (not black and refractile or light gray and almost invisible). 

The "direct" culture can be replaced by overnight incubation with colcemid 
(0.5 ng/mL). For cell lines, culture according to their specified growth require- 
ments, then harvest when growing logarithmically, usually 24^18 h after a 
change of medium. Add colcemid for the final 1 h before harvesting. 

3. 1.2. Preparation of Interphase Nuclei 

Interphase nuclei are present in large numbers on slides from leukemic bone 
marrow or blood prepared as in Subheading 3.1.1. Interphase nuclei can also 
be prepared from fresh bone marrow after Ficoll separation of mononuclear 
cells. After washing pellets in culture medium (RPMI, without FCS), fix the 
cell pellet in several changes of methanol: acetic acid (3:1). Drop onto clean 
slides. Nuclei from a variety of tissues and culture types can be prepared by 
cytospin, then fixed in methanol (10-20 min). Bone marrow smears are pre- 
pared in the usual way and stored unfixed, wrapped in foil at -20°C until 
required. 

3.2. Pretreatment of Chromosomes and Nuclei 

The methanol/acetic acid fixation of metaphase chromosomes removes some 
basic proteins that might interfere with hybridization. However, there is still a 
variable amount of other protein and cytoplasmic contaminants on metaphase 
chromosome preparations that may block hybridization, or cause nonspecific 
background. We routinely use an RNase treatment and postfixation with form- 
aldehyde. For interphase FISH, it may be necessary to add a proteolytic diges- 
tion (e.g., pepsin) treatment to this, to aid access of the probe and detection 
reagents. However, overdigestion can cause loss of cells from slides, so use 
only when absolutely necessary. 

1. Place 100 [ih of RNase A (100 jig/mL) on slides under a 24 x 50 mm coverslip 
and incubate at 37°C for 30 min to 1 h. 

2. Wash three times (3 min each) in 2X SSC (with agitation). 
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3. Pepsin treatment (optional): 50 u,g/mL in 0.01 MHO. Incubate for 10 min at RT. 

4. Wash (two times for 5 min each) in IX PBS. 

5. Wash (once for 5 min) in IX PBS/50 mM MgCl 2 . 

6. Fix in PBS/50 mMMgCl 2 /l% formaldehyde (2.7 mL of formaldehyde in 100 mL 
of IX PBS/50 mM MgCl 2 [fresh solution]) for 10 min. 

7. Wash in IX PBS for 5 min (with agitation). 

8. Dehydrate slides through an alcohol series (70%, 95%, absolute) and allow to air- 
dry. Slides can be stored desiccated at 4°C for up to 1 mo before use (see Note 1). 

3.3. Preparation of Probe DNA 

3.3.1. Cosmid, P1,and PAC DNA 

Any DNA purification method that produces DNA suitable for sequencing 
will generally also work for FISH. The following medium-scale alkaline lysis 
method gives a high yield of cosmid, PAC, or PI DNA. However, this is rela- 
tively impure and may require additional purification steps. As a guide, if the 
DNA fails to cut with DNase I, purify with phenol/chloroform or CsCl gradi- 
ent centrifugation. 

1 . Inoculate 250 mL of 2X YT medium plus antibiotic (final concentration: 30 u,g/mL 
of kanamycin, 50 u,g/mL of ampiciilin) in a 500-mL sterile plugged flask with a 
single well-separated colony. 

2. Grow at 37°C with shaking (300 rpm) until approaching saturation (approx 18 h) 

3. Transfer to a 250-mL bottle. Centrifuge at 4000g for 10 min. 

4. Discard the supernatant medium and drain briefly. Add 50 mL of cold glucose/ 
EDTA/Tris (GET). Resuspend by drawing up in a 10-mL pipet. 

5. Add 50 mL of NaOH/SDS at room temperature. Mix by very gentle, minimal 
inversions. Leave for 5 min (room temperature). 

6. Add 50 mL of cold 3 M KoAc. Mix by very gentle, minimal inversions. Place on 
ice for 20 min. 

7. Centrifuge at 9000g for 20 min (4°C). 

8. Carefully transfer the supernatant to a fresh 250-mL bottle through a mesh. 

9. Add 90 mL of isopropanol (0.7X vol) and mix. Leave at room temperature for 5 min. 

10. Centrifuge at 5000g for 15 min at room temperature. Discard supernatant. 

1 1 . Add 25 mL of 70% ethanol, and rotate the bottle to rinse the inner surface. Trans- 
fer pellet to 50-mL Falcon tubes. 

12. Centrifuge at 5000g for 5 min (4°C). Discard the supernatant. 

1 3 . Allow to stand for 1 min, and then remove final traces of 70% ethanol with a Gilson. 

14. Air-dry. Resuspend in approx 200 u.L of H 2 (or TE). 

15. Incubate with RNase A (final concentration: 30 u,g/mL) at 37°C for 30 min. 

3.3.2. Yeast Artificial Chromosome DNA (20) 

The following method yields high quantities of total yeast DNA suitable for 
FISH (see Note 2). The average yield from a 10-mL culture is 10-20 ixg. 
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1 . Culture cells at 30°C for up to 2 d in 10 mL of YEPD medium (grow to saturation). 

2. Centrifuge (1500g, 10 min) to pellet the cells, and discard the supernatant. Trans- 
fer to an Eppendorf tube, and wash the cells with 500 jxL of distilled water. 

3. Centrifuge and then resuspend in 200 jxL of GDIS. Add 0.35 g of glass beads and 
200 [ih of phenol. Vortex continuously for 5 min. 

4. Add 200 |iL of distilled water to the suspension, mix well, and spin for 4 min in a 
microcentrifuge. 

5. Extract once more with phenol, then once with phenol:chloroform:isoamyl alcohol. 

6. Precipitate the DNA as usual (0.1X sodium acetate, 2X absolute ethanol) fol- 
lowed by a 70% ethanol rinse. 

7. Remove the aqueous layer and treat this with 50 [ig/mL of RNase A for 20 min at 37°C. 

8. Dry the pellet and resuspend in 20 jxL of distilled water. 

9. Measure the DNA concentration accurately, preferably in a fluorometer (see Note 3). 

3.4. Nick Translation Labeling of Probes 

Nick translation is the most widely used method for labeling probes for in 
situ hybridization, because the fragment size can be controlled by the amount 
of DNase I in the reaction mixture. As nick translation is highly efficient for 
labeling double-stranded circular DNA molecules, there is no need to isolate 
the insert from the vector sequences. The size of labeled probe fragments is a 
critical factor in in situ hybridization protocols, with an average size of 300 bp 
being optimal (range 100-500 bp). Larger probe fragments will result in bright 
background fluorescence all over the slide, obscuring any specific signal. If the 
labeled probe fragments are too small (<50 bp), the site of hybridization may 
not be visible owing to the resulting weak fluorescent signal. To ensure the 
correct size of labeled fragments, it is necessary to run a small aliquot of labeled 
probe on a 2% agarose gel. Other labeling methods (e.g., random primer label- 
ing, PCR) can be used to produce labeled probes for FISH. However, in all 
cases the size of the labeled fragments must be checked, and recut with DNase 
I, if necessary. Probes for localization by FISH are usually labeled with either 
biotin or digoxigenin, available conjugated to dUTPs by a spacer arm of vari- 
able length (e.g., bio-16-dUTP, dig-1 1-dUTP). Various fluorochromes includ- 
ing FITC, and the cyanine dyes Cy3, and Cy5 are now available directly 
conjugated to dUTP (Amersham Pharmacia Biotech), enabling direct labeling 
of DNA. 

1. Add the following (in order) to a 1.5-mL Eppendorf tube on ice: 

a. 1 jig of probe DNA. 

b. 1 .2 uL of 1 mM bio- 1 6-dUTP, dig- 1 1 -dUTP, or fluorochrome-dUTP. 

c. 5 uL of dNTP mix. 

d. 5 uE of 10X nick translation buffer. 

e. 5 uEof lOOmMDTT. 

f. Sterile-distilled water to make up to a final volume of 50 uE. 
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g. 3-5 \ih of 100 U/mL DNase I (need to establish amount for each new batch), 
h. 1 (xL of 10 U/yL DNA Polymerase I. 

2. Mix well. 

3. Incubate at 15°C for 90 min. 

4. Stop reaction by placing tubes on ice. 

5. Check the size of the labeled products by running an aliquot on a 2% agarose gel 
(in TBE and containing 5 \iL of 5 mg/mL ethidium bromide/100 mL) as follows: 

a. 5 (iL of labeled probe (approx 100 ng). 

b. 4 u,L of gel-loading buffer (5X bromophenol blue). 

c. 1 1 jj,L of sterile distilled water. 

6. Run at 50 V for 1-1.5 h with PhiXl74 Haelll (20 \ih = 250 ng) as a size marker. 

7. View on a transilluminator and photograph. The optimal size range for in situ 
hybridization is 50-500 bp (see Note 4). A smear of products from 100 to 300 
(corresponding to the six smallest bands of PMX114) is suitable. If the size range 
is larger than this, add a further 5 u,L of DNase I, place at 15°C for an additional 
30-60 min, and run another aliquot on a gel to test the size. 

8. Purify to remove unincorporated nucleotides by passing the labeled probe through 
a MicroSpin G50 column (designed for biotinylated probes) according to the 
manufacturer's instructions. 

9. Measure the volume of eluate and then ethanol precipitate the purified, labeled 
probe by adding the following: 

a. 50 \ig ofE. coli tRNA. 

b. 50 \ig of salmon sperm DNA. 

c. 0.1 vol of 3 M sodium acetate, pH 5.6. 

d. 2-2.25 vol of ice-cold ethanol. 

Mix well and place at -70°C for 1-2 h or -20°C overnight. 
10. Centrifuge in a microcentrifuge for 15-25 min at 4°C. Pour off the supernatant 
and dry the pellet (either air-dry or dry in a vacuum desiccator). Resuspend the 
pellet in 20 uL TE pH 8.0 to give a final concentration of 50 ng/jxL. Allow the DNA 
to dissolve at room temperature for 1 to 2 h or at 4 C C overnight with occasional 
mixing. Purified, labeled probes are stable for several years when stored at -20°C. 

3.5. Competitive In Situ Suppression Hybridization (see Note 5) 

Clones containing large DNA fragments (i.e., phage, cosmid, YAC, PI) and 
whole-chromosome paints require an additional step before hybridization to 
remove ubiquitous repetitive sequences (see Table 1) This is achieved by a 
short incubation prior to hybridization, with unlabeled human competitor DNA, 
in the form of either total human DNA (placental DNA, sheared and sonicated 
to 50-300 bp) or human Cot-1 DNA (Gibco-BRL). When all of the probe 
sequences contribute to the hybridization signal (e.g., repetitive DNA probes, 
unique cDNA probes), there is no need to add competitor DNA. Suggested 
amounts of probe and competitor DNA are given in Table 1. Hybridization is 
carried out in a moist chamber. This can be achieved by using a plastic micro- 
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Table 1 

Suggested Amount of Probe and Competitor (10 uL Hybridization Volume) 

Type of probe Amount Cot-1 DNA (jig) 

Single fragment cloned in plasmid" 200 ng 

Single fragment cloned in phage 200 ng 2.5 

Single fragment cloned in cosmid 50-100 ng 2.5 

YAC, total yeast DNA 400 ng-1 iig 5-7.5 

PAC, PI 200-400 ng 3-5 

Alphoid DNA repeat (centromere)" 10 ng 

Whole-chromosome paint, libraries'' 100-400 ng 5-7.5 

Whole-chromosome paint, PCR 100 ng 6.25 
amplified flow-sorted chromosomes 

"Whole probe contributes to signal: no competitor required. 
*DNA from flow-sorted chromosome libraries cloned in plasmids. 



scope slide box containing moist tissue paper (wring out excess water), placed 
in an incubator or floated in a water bath. Alternatively, we use metal trays 
(Lamb's immunoslide staining trays, Raymond Lamb, UK) for both hybridiza- 
tion and detection steps. 

1. Dry down the appropriate concentration of probe and competitor either in a 
vacuum desiccator (Speedivac) or by ethanol precipitation; e.g., for cosmids: 

a. 100 ng of labeled probe. 

b. 2.5 itg (2.5 lxL) of Cot-1 DNA. 

c. 0. 1 vol of 3 M sodium acetate. 

d. 2 vol of ice-cold ethanol. 

Allow to precipitate for 1 to 2 h at -70°C. 

2. Centrifuge and dry down the pellet as for labeled probes. Resuspend the pellet in 
11 \iL of hybridization buffer (warmed to room temperature). 

3. Denature the probe mixture at 95°C in a hotblock for 10 min. Plunge the tubes on 
ice for a few minutes, and then centrifuge briefly in a microcentrifuge. 

4. Place the probe mixture at 37°C for 15 min to 2 h. 

5. Just prior to hybridization, denature the chromosomal DNA as follows: 

a. Incubate the slides in denaturing solution (in a water bath in a fume hood) at 
70°C for 5 min. 

b. Wash the slides in cold 2X SSC, followed by two changes of 2X SSC. 

c. Dehydrate through a cold alcohol series (70%, 90%, absolute). 

6. Air-dry the slides and place on a hot plate at approx 42°C. 

7. Centrifuge the probe mixture quickly to get the liquid to the bottom of the tube. 
Place this mixture on the previously treated slide containing chromosomes and cover 
with a 22 x 32 mm coverslip (do not let drop dry). Seal the coverslip with rubber 
solution, and place the slides in a moist chamber at 37°C for overnight to 4 d. 
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8. Remove the rubber solution. The coverslips can then be removed either by soak- 
ing in 2X SSC or by gently tipping them off into the glass disposal bin (never pull 
them off). 

9. Carry out the following washes (see Note 6): 

a. Three washes (3 min each) in 2X SSC at room temperature (with agitation). 

b. Two washes (20 min each) in 0.1X SSC at 65°C. 

c. One 5-min wash in 0.1X SSC at room temperature (with agitation). 

10. Wash the slides in wash solution for 3 min. 

11. Incubate the slides in blocking solution for 10-20 min (room temperature). 

12. Wash in wash solution for 3 min before carrying out the appropriate detec- 
tion steps. 

3.6. Detection of Bound, Labeled Probe 

For directly fluorochrome labeled probes, no immunologic detection steps 
are required. For repetitive centromeric probes and whole-chromosome paints, 
usually only one layer of detection reagent is required (i.e., fluorochrome-con- 
jugated avidin or antibody). For single-copy probes, we use the following pro- 
tocols, using three detection layers. The signal can be amplified further by 
adding several layers of detection reagents. However, increasing the number 
of layers to more than three will result in high background and reduced 
signaknoise ratio. 

3.6.1. Biotin-Labeled Probes 

1. Dilute 2.5 u,L of stock avidin DCS-FITC in 1 mL of blocking solution (final 
concentration: 5 u,g/mL). Add 100 u,L of this under a 24 x 50 mm coverslip. 
Incubate in a moist chamber at 37°C for 30 min. 

2. Flick off the coverslips and wash the slides three times (for 3 min each) in wash 
solution (see Subheading 2.5.)- 

3. Dilute 10 u,L of stock biotin anti-avidin D in 1 mL of blocking solution (final 
concentration: 5 u,g/mL). Add 100 u,L of this under a 24 x 50 mm coverslip. 
Incubate in a moist chamber at 37°C for 30 min. 

4. Flick off the coverslips and wash the slides three times (for 3 min each) in wash 
solution. 

5. Add 100 lxL of avidin-FITC (same as the first layer). Incubate for 30 min as 
before. 

6. Carry out the following final washes: 

a. Wash once for 3 min in wash solution. 

b. Wash twice (5 min each) in PBS. 

c. Dehydrate the slides through an ethanol series. Air-dry. 

7. Mount the slides in 40 u.L of Vectashield containing 1.5 ,ug/mL of DAPI and 
0.75 u,g/mL of propidium iodide under a 24 x 50 mm coverslip. Seal the edges of 
the coverslip with rubber solution or nail varnish. The signal keeps well for sev- 
eral weeks when slides are stored at 4°C. 
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3.6.2. Digoxigenin-Labeled Probes 

1. Prepare all antibody dilutions in blocking solution, filtered before use. Make up 
the following antibody dilutions in 1 mL of blocking solution: 

a. First layer: 1.5 u,L of mouse monoclonal antidigoxigenin. 

b. Second layer: 1 uT of rabbit antimouse-FITC. 

c. Third layer: 10 u,L of monoclonal antirabbit-FITC. 

2. Incubate in each antibody layer (100 u,L under a 24 x 50 mm coverslip) for 30 min 
at 37°C in a moist chamber. 

3. After each antibody layer, wash three times (3 min each) in wash solution. 

4. Carry out the final washes as for biotin detection 

5. Mount in Vectashield containing 1.5 u,g/mL of DAPI and 0.75 u,g/mL of 
propidium iodide. 

3.6.3. Dual-Color Detection of Biotin- and Digoxigenin-Labeled Probes 

1. Prepare all antibody dilutions in blocking solution, filtered before use. Make up 
the following antibody dilutions in 1 mL of blocking solution: 

a. First layer: 1 u,L of avidin-Texas red + 1.5 jxL of mouse monoclonal 
antidigoxigenin. 

b. Second layer: 10 u,L of biotin antiavidin + 1 u,L of rabbit antimouse-FITC. 

c. Third layer: 1 u,L of avidin-Texas red + 10 u,L of monoclonal antirabbit-FITC. 

2. Incubate in each antibody layer for 30 min at 37°C in a moist chamber. 

3. After each antibody layer, wash three times (3 min each) in wash solution. 

4. Carry out the final washes as for biotin detection. 

5. Mount in Vectashield containing only 1.5 u,g/mL of DAPI. 

3.7. Microscopy 

For the majority of FISH signals, the only equipment required is an 
epifluorescence microscope equipped with the appropriate filter sets (see Table 2 
for commonly used fluorochromes and their spectral characteristics). Both 
metaphase and interphase FISH analysis can be performed directly at the 
microscope, with photographic recording of representative images. However, 
photomicroscopy of multicolor FISH images may be difficult, owing to the 
long exposure times and loss of registration of images when changing filters. 
Digital imaging fluorescence systems such as confocal laser scanning micro- 
scopes and charge-coupled device (CCD) cameras provide significant advan- 
tages in terms of both image storage and the ability for image processing. 
Confocal laser scanning microscopes provide complete and accurate registra- 
tion of fluorescent signals on chromosomes by the simultaneous scanning of 
each fluorochrome through separate filter blocks. These systems are also highly 
suitable for three-dimensional FISH applications. However, confocal systems 
are limited for multicolor imaging because most standard lasers only allow 
excitation of up to three fluorochromes. 
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Table 2 

Fluorescent Dyes Commonly Used for FISH 
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Fluorochrome 


Color 


Absorbance (nm) 


Emission (nm) 


DAPI 


Blue 


350 


456 


SpectrumAqua" 


Blue 


433 


480 


FITC 


Yellow/green 


490 


520 


SpectrumGreen 


Green 


497 


524 


Rhodamine 


Red 


550 


575 


Cy3* 


Red 


554 


568 


SpectrumOrange" 


Orange 


559 


588 


Cy3.5* 


Red 


581 


588 


SpectrumRed" 


Red 


587 


612 


Texas red 


Deep red 


595 


615 


Cy5* 


Far red 


652 


672 


Cy5.5 ft 


Near infrared 


682 


703 


Cy7* 


Near infrared 


755 


778 



"Vysis. 
*Amersham. 



High-performance, highly cooled (-30°C) CCD cameras are extremely sen- 
sitive to photons over a wide range of wavelengths and are now the instrument 
of choice for FISH, particularly for multicolor applications. Problems with 
image registration owing to the movement of microscope filter blocks can be 
overcome by the use of a filter wheel containing the excitation filters and situ- 
ated between the lamp and the microscope. For most FISH applications ambi- 
ent temperature (+15°C), video-rated CCD cameras are probably sufficient, 
and for whole-chromosome painting, relatively inexpensive video cameras will 
suffice. When purchasing a FISH imaging system, it is important to consider 
requirements for hardware (i.e., compatibility and storage) and software (i.e., 
sophisticated packages for multicolor FISH and comparative genomic hybrid- 
ization in addition to standard image capture and enhancement facilities). 

3.8. Interpretation of Results 

3.8.1. Metaphase FISH 

For mapping purposes and also for the assessment of yeast artificial chro- 
mosome (YAC) chimerism, FISH is carried out to normal male metaphase 
spreads. To determine the number of metaphases that need to be evaluated for 
these applications, it is important to consider the hybridization efficiency, 
which decreases proportionately with probe size. For whole-chromosome 
painting probes and centromeric alphoid repeats, only a few metaphases need 
to be evaluated. Single-copy probes cloned in cosmids, YACs, bacterial artifi- 
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rial chromosomes (B ACs), PI , and PACs also hybridize very efficiently (>80% 
of cells with signal on all four chromatids), so that usually only a few cells (5-10) 
need to be scored. Small single-copy sequences (<3 kb) hybridize less effi- 
ciently (30% of cells with signal on all four chromatids), and, thus, many more 
metaphases need to be evaluated. 

In addition to these considerations, it should be borne in mind that all leu- 
kemic cell preparations (with the possible exception of cell lines) are hetero- 
geneous mixtures, with variable numbers of normal and clonal cells. 
Therefore, for assessing the presence of numerical or structural rearrange- 
ments in leukemic bone marrow, it is important to screen as many metaphases 
as possible. The percentage of abnormal cells from G-banding can be used as a 
guide. For the presence of deletions, the normal chromosome homolog serves 
as an internal control. For mapping the extent of chromosome deletions, it is 
necessary to include a probe to tag the appropriate chromosome, so that only 
metaphases with the abnormal chromosome are scored (see Fig. IB). 

3.8.2. Interphase FISH 

Probes used for interphase analysis should be chosen to hybridize with high 
efficiency (>90%). Also note that in dual- or triple-color FISH experiments, 
three probes with 90% efficiency will hybridize simultaneously to only 73% of 
nuclei. Centromeric probes are most suitable for detecting numerical abnor- 
malities in interphase, because these exhibit compact, unambiguous signals. 
Choosing suitable probes is particularly important for the assessment of dele- 
tions. In this case, cohybridization with a control probe in a second color will 
increase the sensitivity. The control probe should be of similar complexity, 
localized to a region not likely to be affected by a chromosome rearragement in 
the particular type of leukemia being studied. However, because of the estab- 
lished occurrence of false monosomy (owing to inefficient hybridization or the 
overlap of signals viewed in two dimensions), diagnostic cutoff levels need to 
be established for each probe. DNA probes are now available commercially for 
the majority of specific translocations in leukemia. Differential labeling and 
dual-color detection of these allow the direct visualization of the fusion gene. 
However, it is important to establish "in-house" cutoff levels for false positiv- 
ity for such probes. This can be quite high for some translocations, owing to 
the variability of breakpoints. 

3.9. Advanced Methods and Applications 

3.9.1. Whole-Chromosome Painting Probes by Degenerate Oligonucleotide 
Primer-PCFt Amplification of Flow-Sorted Chromosomes (8) 

One of the most significant advances in probe generation has been the abil- 
ity to selectively amplify genomic regions by PCR. Whole-chromosome paints 
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can be produced by interspersed repetitive sequence element-PCR (e.g., Alu-PCR) 
by selectively amplifying the human DNA content of somatic cell hybrids (21). How- 
ever, because of the distribution of these sequences across the genome, the 
resultant chromosome paints produce an R-banded pattern, which may not be 
optimal for the detection of some rearrangements. The technique of degenerate 
oligonucleotide primer (DOP)-PCR can be used to obtain more evenly distrib- 
uted whole-chromosome or region-specific chromosome paints (8,9). This 
technique is also the basis for the production of 24 color paint sets for SKY 
(see Chapter 3) and M-FISH. 

3.9.1.1. First-Round DOP-PCR Amplification 

All reagents except chromosomal DNA and Tag 1 polymerase can be steril- 
ized by exposure to short-wave ultraviolet irradiation (5 min on a transillumi- 
nator). All solutions, microcentrifuge tubes, and tips should be autoclaved and 
kept for only PCR. Use aerosol-resistant tips and add all reagents in a laminar 
flow hood to minimize contamination. Prepare positive (2.5 pg of genomic 
DNA) and negative (all of the reagents except chromosomes) controls in the 
same way. 

1 . Combine in a sterile 0.5-mL microcentrifuge tube: x \iL (= 500 flow-sorted chro- 
mosomes), 50 u,L of 2X PCR buffer, 10 ^L of dNTP mix, 6.6 uL of 30 mM 6-MW 
primer, 0.5 u,L of (1.25 U) Taq 1 polymerase, and distilled water to a final vol- 
ume 100 u,L. 

2. Overlay with 100 u,L of mineral oil and run the following program in a DNA 
thermal cycler: Denature for 10 min at 93°C 5 cycles of: 1 min at 94°C, 1.5 min 
at 30°C, 3 min at 30-72 c C transition, and 3 min at 72°C; 35 cycles of 1 min at 
94°C, 1 min at 62°C, and 3 min at 72°C, with an additional 1 s/cycle and final 
extension time of 10 min. 

3. Run a 10-u.L aliquot of the amplified products on a 1.2% agarose gel with 
PhiXl74 to check the success of the amplification. There should be no amplifica- 
tion in the negative control. 

3.9.1.2. Second-Round DOP-PCR and Probe Labeling 

1. Add the following to a new sterile 0.5-mL microcentrifuge tube: 5 (xL of ampli- 
fied products from first round, 25 uL of 2X PCR buffer, 5 \ih of nucleotide mix, 3.3 u,L 
of 6-MW primer, 2.5 jiL Taq 1 polymerase, and 12 jiL of 1 mMbiotin-16-dUTP. 

2. Mix well, overlay with 50 u,L of mineral oil, and run the following PCR program: 
Denature for 10 min at 93°C. 25 cycles of 1 min at 94°C, 1 min at 62°C, and 3 min 
at 72°C, with a final extension time of 10 min. 

3. Remove the mineral oil. Run 10 jj,L of labeled products on a 1.2% agarose gel to 
check the size range. If the labeled fragments are too large, recut with 5 jiL of 
DNase I for 30-60 min. 

4. Purify the labeled DNA through a MicroSpin G50 (or Sephadex G50) column. 
Measure the DNA concentration of the purified, labeled DNA in a fluorimeter 
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(usually 20-50 ng/mL). Ethanol precipitate the labeled DNA with tRNA and 
single-stranded DNA as usual, and dry and resuspend in distilled water or TE to 
a suitable concentration; this is now ready for use as a chromosome paint. Use 
100 ng of probe + 6 ixg of Cot- 1 DNA per slide. 

3.9.2. Combined Immunophenotyping and FISH 

The following technique relies on the ability of the reaction product of the 
APAAP immunophenotyping method to remain throughout subsequent harsh 
FISH procedures (22). Staining with Fast red produces auto fluorescence vis- 
ible through all filter sets and can be viewed at the same time as the FISH 
signal. We have used this to identify the cell lineages carrying the del(5q) clonal 
chromosome abnormality in myelodysplastic syndrome patients (see Fig. 1C,D). 
After immunostaining, FISH is carried out essentially as described in Subhead- 
ings 3.5. and 3.6., using a pepsin pretreatment to aid probe penetration. 

1. Allow bone marrow smears to reach room temperature and then unwrap. 

2. Fix in either acetone:methanol (1:1) for 90 s or acetone alone for 10 min. Then 
transfer immediately to TBS for 5 min at room temperature. 

3. Add the appropriate primary mouse monoclonal antibody and incubate the slides 
in a moist chamber at room temperature for 30 min. Also incubate a negative 
control slide (no antibody added) in PBS for 30 min. 

4. Add the second layer, rabbit antimouse antibody, and incubate for 30 min in a 
humid chamber. 

5. Add the third antibody, mouse monoclonal APAAP complex, and incubate for 
30 min in a moist chamber at room temperature. 

6. Wash for 5 min in TBS between each antibody layer. 

7. To enhance staining, repeat the antimouse antibody and APAAP steps (steps 4 
and 5) with reduced incubation times of 10 min. 

8. Finally, add alkaline phosphatase substrate to the slides and incubate for 10-20 min. 

9. Wash the slides in TBS, then distilled water, and allow to air-dry. 

3.9.3. Multicolor FISH 

The simplest approach to multicolor FISH uses two probes labeled with dif- 
ferent haptens or fluorochromes, and the third probe labeled separately with 
both, mixed in a 1 :1 ratio. An extension of this approach can be used to detect 
up to seven different targets using three fluorochromes (23). Increasing the 
number of fluorochromes to five allows the identification of all 24 pairs of 
human chromosomes (16,17). Both M-FISH and SKY use a set of whole-chro- 
mosome paints combinatorially labeled with five fluorochromes, but differ in 
their method for the discrimination of the fluorochrome combinations. The 
SKY approach is detailed in Chapter 3. The second detection method, M-FISH, 
uses a filter-based detection system, capturing the separate fluorochrome 
images for each of five fluorochromes using specifically selected narrow 
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bandpass filter sets. We have used M-FISH and a set of combinatorially labeled 
whole-chromosome paints to analyze the complex karyotype in the myeloid 
leukemia-derived cell line GF-D8 (24) (see Fig. IE). 

4. Notes 

1. Proper storage of slides is important to maintain good-quality chromosomal 
DNA. Slides can be used for hybridization the day after they are made, or kept 
for up to 1 mo at room temperature. For long-term storage, keep slides in a 
sealed container with desiccant at -20°C. 

2. Alu-PCR amplification of total yeast DNA can be used to increase the yield of 
YAC DNA (25). However, Alu-poor YACs may not amplify, and the sensitivity 
for determining YAC chimerism is not known. Isolation of the YAC from the 
yeast background by pulsed-field gel electrophoresis can be used, but this has a 
low yield and may be difficult if the YAC is not visible by ethidium bromide 
staining. 

3. It is important to have an accurate measurement of DNA concentration for nick 
translation labeling. Spectrophotometric measurements are often inaccurate, 
owing to RNA and other contaminants. We measure probe DNA concentration 
using a fluorometer (e.g., Hoeffer DynaQuant 200; Amersham Pharmacia 
Biotech), which measures the fluorescence of a DNA-binding dye, compared to a 
known standard. 

4. These are frequently encountered problems: 

a. No hybridization signal. This may be owing to insufficient probe DNA in the 
hybridization mix. The DNA concentration of any new probe should be mea- 
sured accurately. This may also be owing to inadequate denaturation of probe 
and/or chromosomes. 

b. Probe fragment size too small. Always check the labeled fragment size on a 
2% (1.2% for PCR products) gel with PhiXllA Haelll size marker. The opti- 
mum fragment size is 100-500 bp. 

c. High background. High background with strong specific signal may be owing 
to low stringency of hybridization or posthybridization washes or incomplete 
competition. The stringency of hybridization can be increased by either 
increasing the hybridization temperature, increasing the formamide concen- 
tration of the hybridization mix and/or posthybridization washes to 60%, or 
decreasing the SSC concentration to 0.1% in the posthybridization washes. 
Alternatively, increase the Cot-1 DNA concentration: This is already present 
in large excess so that any increase should be substantial (up to 10-fold). 

d. Brightly fluorescent signal all over the slide. This occurs when the labeled 
probe fragments are too large: If labeled probe is >500 bp, it should be recut 
with DNase I. High background of this type also may be caused by insuffi- 
cient blocking with BSA. 

e. Cells lost from slide. Handle slides with care at all stages especially during 
removal of cover slips (never pull them off). Agitation during posthybridiza- 
tion washes should be carried out on a rocking platform set at minimum speed. 
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f. Poor chromosome morphology/banding. If chromosomes look "blown," they 
may have been overdenatured: Always check the temperature of the denatur- 
ing solution inside the coplin jar. Overdenatured chromosomes give a C-band- 
ing pattern with DAPI staining. 

5. These are important hybridization parameters: 

a. Temperature. The temperature at which two DNA strands separate (T m ) is in 
the range of 85-95°C. The optimal DNA-DNA reassociation temperature (T r ) 
is approx 25°C below the T m of the native duplex. However, fixed chromo- 
some preparations on microscope slides will not tolerate temperatures >65°C 
for long periods. The presence of formamide in the hybridization buffer low- 
ers the T n allowing hybridization to take place at 37-42°C, and preserving 
chromosome morphology. 

b. Time of hybridization. This depends on the size and copy number of the target 
sequence, as well as the complexity of the probe. Repetitive sequence probes 
such as alphoid centromeric probes require only 1 h for hybridization. Unique 
sequence probes cloned in plasmid, cosmid, or phage vector require 
hybridization overnight (16-18 h). Larger insert probes (large YACs) may 
benefit from longer times to (1-2 d), and very complex probes such as 
multicolor painting sets and whole genomes in comparative genomic hybrid- 
ization require 2 to 3 d. 

c. Denaturation of chromosomal DNA. The optimal time for denaturation needs 
to be determined for each batch of slides. Overdenaturation results in loss of 
chromosome morphology and very poor DAPI banding after hybridization. 
Underdenaturation results in little or no signal. The pH of the denaturation 
solution is also important: This should be checked when the solution is up to 
temperature and adjusted if necessary. It is preferable to prepare the denatur- 
ing solution and use it as soon as it has reached the desired temperature to 
prevent pH fluctuations. Alternatively, use EDTA (final concentration of 0. 1 mM) 
to stabilize the denaturing solution against pH changes. 

d. Stringency of hybridization conditions. Renaturation depends on specific base 
pairing between two complementary DNA strands and can be controlled by 
the stringency of the hybridization conditions. Increasing the hybridization 
temperature or decreasing the salt concentration increases the stringency, 
which has a direct effect on the accuracy of base pairing. 

6. The low salt washes used in Subheading 3.5. are comparable to the following 
formamide washes: 50% formamide in 2X SSC (three times for 5 min each), 
followed by 2X SSC (three times for 5 min each) at 45 °C. 
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1. Introduction 

Cancer is a genetic disease. Gene mutations are not only responsible for rare 
hereditary forms of human cancer, but for the sporadic forms of human malig- 
nancies as well. Many of these specific genetic defects in cancer cells can be 
visualized as chromosomal aberrations. Conventional cytogenetic analysis of 
metaphase chromosomes from human malignancies is a first screening step to 
identify chromosomal aberrations. Since the introduction of chromosome band- 
ing techniques in 1970 by Caspersson et al. (7), significant knowledge of chro- 
mosomal aberrations especially in hematologic malignancies as well as 
sarcomas has been gained. In these malignancies, specific balanced transloca- 
tions were identified and have led to the cloning of the genes involved at many 
breakpoints. These aberrations have proven to be of significant etiologic, diag- 
nostic, prognostic, as well as therapeutic relevance, especially in leukemias. 
While cytogenetic analyses have been exceedingly valuable for the description 
of chromosomal abnormalities in hematologic malignancies and in sarcomas, 
epithelial cancers were more difficult to study. This is owing, in part, not only 
to the accessibility of malignant cells and subsequently metaphases for cytoge- 
netic analysis in leukemias, but also to the nature of reciprocal translocations, 
which provided more immediate entry points for positional cloning efforts. 

Although cytogenetic methodologies for the analysis of solid tumor speci- 
mens have improved, the difficulty in obtaining good-quality metaphase chro- 
mosomes remains (2). The interpretation of cytogenetic abnormalities in 
epithelial cancers is further confounded by the often vast number and complex 
nature of chromosomal aberrations in these tumors. Still, recurrent aberrations 
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and recurrent chromosomal imbalances have been identified, but their clinical 
relevance is less firmly established (2-4). 

Some of the limitations of chromosome banding techniques were overcome 
by the introduction of molecular cytogenetic techniques such as fluorescence 
in situ hybridization (FISH) with chromosome-painting probes and compara- 
tive genomic hybridization (CGH) (5-7). For example, in hematologic malig- 
nancies, the t(12;21)(pl3;q22) was detected by chromosome painting, because 
the telomeric regions involved in this translocation are indistinguishable by 
banding techniques (8). The 12;21 translocation was ascertained to be the most 
common chromosomal aberration in pediatric B-ALL and has been associated 
with a favorable prognosis (9). In solid tumors, the application of CGH has led 
to the identification of recurring patterns of genomic imbalances, both for dif- 
ferent tumors and for distinct tumor stages (10,11). 

Herein we focus on recently introduced molecular cytogenetic screening 
techniques that allow one to visualize all human metaphase chromosomes in 
specific colors. 

1. 1. Methodology of SKY 

Two alternative techniques were developed for color karyotyping: combi- 
natorial multifluor FISH (M-FISH) and spectral karyotyping (SKY) (12,13). 
Whereas M-FISH employs a conventional imaging approach requiring mul- 
tiple exposures through a series of single bandpass filters (12), SKY utilizes a 
novel approach by combining Fourier spectroscopy with epifluorescence 
microscopy and charge-coupled device (CCD)-imaging, thereby measuring the 
entire spectrum at all points in a single exposure (13,14). 

For SKY, 24 differentially labeled chromosome libraries are produced by 
amplifying flow-sorted chromosomes utilizing a degenerate oligonucleotide 
primed polymerase chain reaction (DOP-PCR) (15). Subsequently, the probes 
are labeled through the incorporation of either haptenized (biotin and 
digoxigenin) or directly labeled nucleotides, again via PCR. The use of five 
fluorochromes, either alone or in combination, allows one to discern up to 31 
targets simultaneously. The generated chromosome-specific probes are pooled, 
precipitated with an excess of Cot-1 DNA to suppress repetitive sequences 
(suppression hybridization), and hybridized onto metaphase chromosomes. The 
use of an epifluorescence microscope equipped with a single, custom-designed 
triple bandpass filter allows for the simultaneous excitation of all fluoro- 
chromes as well as measurement of the entire emission spectrum of one 
metaphase in a single exposure. The emitted light from each point of the 
metaphase is passed through the collection optics and subsequently the Sagnac 
interferometer, where an optical path difference is created. The resulting inter- 
ferogram is measured for every pixel of the CCD camera and, using Fourier 
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transformation, is converted to spectral information. The spectral image can be 
displayed first in RGB colors (obtained by assigning red, green, and blue to 
specific sections of the emission spectrum) to evaluate the quality of the 
hybridization (i.e., homogeneity). Every pixel with the same spectral informa- 
tion is subsequently assigned a pseudo-color allowing the spectral classifica- 
tion of all chromosomes (14). Figure 1A-C shows a metaphase of the human 
bladder carcinoma cell line HT1197 displayed in the RGB colors with the 
accompanying 4,6-diamidino-2-phenylindole (DAPI)-image, and the SKY 
classification colors. 

1.2. Advantages and Limitations 

SKY, which is a screening tool, combines the respective advantages of chro- 
mosome banding techniques with the advantages of FISH. SKY is especially 
useful for the detection of interchromosomal structural aberrations that lead to 
color changes of the aberrant chromosome, such as translocations and inser- 
tions. It therefore facilitates the identification of cryptic translocations as well 
as the clarification of complex aberrations. In addition, SKY assists in the iden- 
tification of material not recognizable by banding techniques such as marker 
and ring chromosomes. Other aberrations important in tumor cytogenetics such 
as double minute chromosomes as well as homogeneously staining regions, 
which are aberrations that harbor amplified DNA sequences, can be better 
resolved and contribute to the identification of critical oncogenes. Since its 
introduction, the value of SKY for use in cancer cytogenetics has been amply 
demonstrated (for a review, see ref. 16). 

Limitations of the technique pertain to intrachromosomal changes, such as 
para- or pericentric inversions as well as small deletions or duplications that do 
not lead to a color change or change in size of the respective aberrant chromo- 
some, which then can be identified more readily in conjunction with the 
inverted DAPI image or other banding techniques. However, very small marker 
chromosomes or double minute chromosomes cannot in all instances be classi- 
fied unambiguously, perhaps owing to the fact that their euchromatin content 
is low. Therefore, for a comprehensive analysis of tumor metaphases, a combi- 
nation of molecular cytogenetic methods and banding techniques is advocated. 

1.3. Applications of SKY 

The usefulness of SKY for cancer cytogenetics, of hematologic malignan- 
cies as well as solid tumors, has been shown (for a review, see ref. 16). 
Although the difficulty in obtaining good metaphase chromosomes from pri- 
mary solid tumors remains, SKY analysis of the often complex karyotypes 
contributes to a more comprehensive cytogenetic analysis and might assist in 
the identification of stage-specific aberrations (17-19). 




Fig. 1. (A-C) A metaphase spread of the human bladder carcinoma cell line HT 1 197 in the RGB-colors (A), the corresponding 
inverted DAPI image (B), and the SKY classification colors (C). Some, but not all aberrations present within this complex karyotype 
are marked by arrows. 
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Fig. 1. (D-F) Depicts a metaphase prepared from a cell line derived from a mouse mammary tumor. (D) Shows the metaphase in RGB 
colors, (E) in the corresponding inverted DAPI image, and (F) in the SKY classification colors. The T(8;19) is identified in all three images. 
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In contrast to the common assumption that cytogenetic changes in cell 
lines are frequently the result of culture artifacts, the molecular cytogenetic 
analysis of tumor cell lines showed that the karyotype is surprisingly stable 
after years of culturing (20-22). Furthermore, results of the SKY analysis of 
pancreatic cell lines correlated well with those of the CGH analysis of primary 
tumors (21). In contrast to CGH, SKY can detect the specific type of aberra- 
tions that result in chromosomal gains, the amplification of putative oncogenes 
(e.g., duplications, double minute chromosomes, homogeneously staining 
regions, jumping translocations), as well as loss of chromosomal material that 
may harbor tumor suppressor genes [e.g., deletions, isochromosomes such as 
i(17)(ql0)]. Therefore, SKY analysis might not only contribute to the compre- 
hensive analysis of complex aberrations, but also to our understanding of the 
mechanisms leading to these changes (23). 

Mouse models of human disease become more and more important for our 
understanding of malignancies. As they often can be studied at earlier stages of 
carcinogenesis, they hold the promise for identification of tumor-initiating 
events as well as the dissection of genetic events responsible for tumor pro- 
gression. Nevertheless, the analysis of mouse chromosomes is challenging 
because mouse chromosomes are all acrocentric and of similar size. The adap- 
tation of SKY to the mouse karyotype by Liyanage et al. (24,27) has proven to 
be a very valuable tool in the analysis of several mouse models (24-28). Compre- 
hensive SKY analyses have shown that chromosomal aberrations in the afore- 
mentioned mouse tumors are similar to the changes in the respective human 
tumors, thereby validating these models. Figure 1D-F displays a mouse 
metaphase in the RGB, inverted DAPI, and SKY classification colors. 

1.4. Further Tools and Future Goals 

To collect the increasing amount of emerging SKY data and to expedite the 
identification of new recurrent tumor or tumor stage-specific aberrations, a 
database has been developed (www.ncbi.nlm.nih.gov/sky/skyweb.cgi). 

This database is linked to the Cancer Chromosome Aberration Project 
(CCAP) (www.ncbi.nlm.nih.gov/CCAP), which integrates the physical and 
sequence maps with the cytogenetic map of the human genome (29). This 
project provides STS-tagged and sequenced BAC clones for the entire human 
genome, whose cytogenetic location has been determined by high-resolution 
FISH mapping with a resolution of 1 to 2 Mb. CCAP facilitates the high-reso- 
lution mapping of chromosomal breakpoints and the subsequent cloning of the 
genes located at the breakpoints, and potentially will provide new diagnostic 
tools for interphase cytogenetics (29). 

Furthermore, the combination of a comprehensive cytogenetic analysis with 
gene and protein expression profiling will provide in the near future a wealth 
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of information on the consequences of chromosomal aberrations in cancer, and 
it is hoped that this will identify entry points for the identification of new thera- 
peutic targets and strategies. 

2. Materials 

2. 1. Preparation of SKY Kits 

1. PCR cycler. 

2. Gel electrophoresis setup. 

3. Speedvac. 

4. Temperature-controlled microcentrifuge. 

5. Primer: Telenius 6 MW(5'-CCGACTCGAGNNNNNNATGTGG-3') (100 \iM). 

6. Nucleotides for DNA amplification: 100 mM dNTPs, 2 mM stock solution 
(Boehringer Mannheim, Indianapolis, IN). 

7. Nucleotides for labeling: 

a. Spectrum Orange dUTP (Vysis, Downers Grove, IL); dilute 1:5 to 0.2 mM. 

b. Texas Red dUTP (Molecular Probes, Eugene, OR); dilute 1:5 to 0.2 mM. 

c. 0.1 mM Rhodamine 1 10-dUTP (Perkin-Elmer, Foster City, CA). 

d. 1 mM Biotin-16-dUTP (Boehringer Mannheim). 

e. 1 mM Digoxigenin-1 1-dUTP (Boehringer Mannheim). 

f . For the labeling PCR, prepare a stock solution of dNTPs with a final concen- 
tration of dATP, dCTP, and dGTP of 2 mM, but only 1.5 mM of dTTP. 

8. Polymerase: native Taq (5 U/jiL) (MBI Fermentas). 

9. Buffer: 10X PCR Buffer (MBI Fermentas). 

10. Human Cot-1 DNA (1 mg/mL) (Life Technologies, BRL, Grand Island, NY). 

11. Salmon sperm DNA (9.7 mg/mL) (Sigma, St. Louis, MO). 

12. 3 M Na-acetate. 

13. Deionized formamide (pH 7.0). 

14. Master mix: 20% dextran sulfate in 2X saline sodium citrate (SSC), pH 7.0; auto- 
clave and store aliquots at -20°C. 

2.2. Pretreatment, Denaturation, and Hybridization of Slides for SKY 

1. Thermomixer or water bath. 

2. Hot plate. 

3. Shaker. 

4. Hybridization chamber at 37°C. 

5. 2XSSC. 

6. RNase A (stock solution: 20 mg/mL) (Boehringer Mannheim). 

7. Pepsin (stock solution: 100 mg/mL) (Sigma). 

8. 0.01 NHC1. 

9. IX Phosphate-buffered saline (PBS). 

10. IX PBS/MgCl 2 (50 mM). 

11. 1% Formaldehyde in IX PBS/MgCl 2 (50 mM). 

12. Ethanol (70, 90, 100%). 

13. 70% Formamide/2X SSC (pH 7.0). 
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2.3. Detection 

1 . 50% Formamide/2X SSC (adjust to pH 7.0). 

2. IX SSC. 

3. 4XSSC/Tween-20(0.1%). 

4. Blocking Solution: 3% bovine serum albumine (BSA) (Boehringer Mannheim) 
in 4X SSC/Tween-20; store at 4°C. 

5. 1% BSA (Boehringer Mannheim) in 4X SSC/Tween-20. 

6. DAPI: 80 ng/mL in 2X SCC (stock solution: 2 mg of DAPI/10 mL of sterile water). 

7. Antifade: Dissolve 100 mg of 1,4-phenylenediamine in 2 mL of IX PBS. Adjust 
pH with carbonate-biocarbanate buffer (pH 9.0) to 8.0, add IX PBS to 10 mL, 
mix with 90 mL of 86% glycerol, aliquot and store at -20°C, and protect from light 
during use. 

8. Mouse antidigoxin (Sigma). 

9. Fluorolink-Cy5-avidin (Jackson Immuno Research, West Grove, PA). 

10. Fluorolink-Cy5.5-sheep-antimouse-IgG (Amersham Pharmacia Biotech, 
Buckinghamshire, UK). 

2.4. Image Acquisition and Analysis 

1. Epifluorescence microscope equipped with a DAPI filter and SKY filter V 3.0 
(Chroma Technology, Brattleboro, VT). 

2. 150-W Xenon lamp (Opti-Quip, Highland Mills, NY). 

3. SpectraCube™SD200, Spectral Imaging Acquisition Software, and SkyView™ 
software (Applied Spectral Imaging, Migdal Ha'Emek, Israel). 

3. Methods 

The protocols in this chapter are for SKY analysis of human chromosomes. 
Nevertheless, the procedure is quite similar for the mouse genome. Further 
information and protocols can be obtained from the following website: 
www.riedlab.nci.nih.gov. 

3.1. Preparation of SKY Kits 

3.1.1. Primary DOP-PCR 

Flow-sorted chromosomes are amplified by PCR using a DOP as described 
by Telenius et al. (75). The DNA amplification with DOPs is sequence unspe- 
cific. Therefore, employment of sterile techniques is extremely important in 
order to avoid contamination with genomic DNA. 

Each chromosome-specific primary PCR product is labeled with a single 
fluorescent dye in a second DOP-PCR step for quality control purposes. Indi- 
vidual hybridization of all painting probes onto normal control slides should 
result only in specific hybridization signals for the respective pair of homolo- 
gous chromosomes with low overall background. Otherwise, the primary PCR 
product cannot be used for the secondary and labeling DOP-PCR. 
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3.1.2. Secondary DOP-PCR 

The primary PCR products are further amplified in a second DOP-PCR. 
Great precautions should be taken to avoid contamination also during this step. 

1. Mix the following components for the PCR reaction: 2 \iL of DNA (150-200 ng), 
10 uL of PCR buffer (10X), 8 uL of MgCl 2 (25 mM), 10 \ih of dNTP (2 mM), 65 \iL 
of dH 2 0, 4 jxL of primer (100 mM), 1 jiL of Tag polymerase (5 U/jiL) for a total 
volume of 100 uT. 

2. Run the following DOP-PCR program: 

a. Step l:94°Cfor 1 min. 

b. Step 2: 56°C for 1 min. 

c. Step 3: 72°C for 3 min with addition of 1 s/cycle. 

d. Step 4: Repeat steps 1-3, 29 times. 

e. Step 5: 72°C for 10 min. 

f. Step 6: 4°C for oo. 

3. Of the PCR product, run 2 u,L on a 1% agarose gel as a quality control (intense 
smear between 500 bp and 2 kb). 

4. Freeze DNA at -20°C. 

3.1.3. DOP-PCR for Labeling 

Five different fluorochromes (either directly labeled or haptenized nucle- 
otides) are used to accomplish the differential labeling of 24 painting probes. 
Table 1 was devised in order to achieve good color differences among chro- 
mosomes. 

1. The setup in Table 1 leads to 57 reactions. Label 57 autoclaved PCR tubes 
accordingly. 

2. Mix the following components for the PCR reaction: 4 \iL of DNA (400-600 ng), 
10 uL of PCR buffer (10X), 8 u,L of MgCl 2 (25 mM), 5 [ih of dNTP (2 mM), 
dTTP (1.5 mM), 65 [ih (for direct)/67 jxL (for indirect) of dH 2 0, 2 jiL of primer 
(100 mM), 1 jxL of Tag polymerase (5 U/mL); x-dUTP: 5 jxL of Rhodamine 1 10 
(0. 1 mM), 5 \iL of Spectrum Orange (0. 1 mM), 5 \iL of Texas Red (0.2 mM), 3 [xL 
of biotin (1 mM), 3 jxL of digoxigenin (1 mM) for a total volume of 100 [iL. 

3. Run the following PCR program: 

a. Step l:94°Cfor 1 min. 

b. Step 2: 56°C for 1 min. 

c. Step 3: 72°C for 3 min with addition of 1 s/cycle. 

d. Step 4: Repeat steps 1-3, 29 times. 

e. Step 5: 72°C for 10 min. 

f. Step 6: 4°C for oo. 

4. Run 2 u,L of each DNA on a 1% agarose gel as a quality control (intense smear 
between 500 bp and 2 kb). 

5. One SKY Kit should be precipitated according to the protocol in Subheading 
3.1.4. and hybridized onto normal chromosomes to assess the quality. If the SKY 
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Table 1 
Labeling Scheme 
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Kit is of good quality, the automated classification of a normal metaphase using 
the Sky View software should be correct. The following points should be evalu- 
ated for quality assessment: 

a. The overall painting homogeneity as well as the suppression of heterochromatin. 

b. The signal-to-noise ratio: Using the software for image acquisition, the high- 
est and lowest values for the fluorescence intensity within the image are dis- 
played. A difference of at least 100 counts between the intensity along 
chromosomes and background must be achieved. 

c. The color separation between chromosomes displayed in red, green or blue in 
the RGB image. 

d. The spectra of the single dyes: The spectra of this test hybridization should be 
compared with and should match the reference spectra stored in the combina- 
torial table (ctb)-file. 
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6. If the quality of the test hybridization was good, all SKY Kits can be precipitated 
and stored at -20°C until further use. 

3.1.4. Precipitation of SKY Kits 

1 . Combine 4 uL of each chromosome-painting probe (400-600 ng), 20 uL of human 
Cot- 1 DNA and 1 uL of salmon sperm DNA in an Eppendorf tube for every SKY Kit. 

2. Add 1/10 vol of 3 M Na-acetate and 2.5 to 3.0 times the total volume of cold 
100% ethanol. 

3. Vortex and precipitate at -20°C overnight or at -80°C for 30 min. 

4. Centrifuge the precipitated DNA at 4°C and 1 l,700g for 30 min. 

5. Remove the supernatant and dry the DNA pellet in a Speedvac for 5-10 min. 

6. Add 6 u,L of deionized formamide (pH 7.0), and shake in a thermomixer at 37°C 
until the pellet is completely dissolved (at least 1 h). 

7. Add 6 u,L of Master Mix, vortex, and spin briefly. 

8. Store SKY Kits at -20°C until used for hybridization. 

3.2. Preparation of Metaphase Chromosomes 

Metaphase chromosome preparation for SKY follows standard cytogenetic 
protocols (30). Best hybridization results are generally obtained with slides 
aged for 1 wk either at room temperature or in a drying oven at 37°C, if they 
are exposed to humidity at room temperature. Prepared slides can be stored for 
several years in an airtight container with desiccant at -20 or -80°C after dehy- 
dration through an ethanol series. 

3.3. Pretreatment, Denaturation, and Hybridization of Slides for SKY 

3.3.1. Pretreatment of Slides 

1. Equilibrate slides in 2X SSC (room temperature). 

2. Dilute the RNase stock 1:200 in 2X SSC, apply 120 uL per slide, and cover with 
a 24 x 60 mm coverslip. 

3. Incubate at 37°C for 60 min. 

4. Prepare 100 mL of 0.01 N HC1, adjust to pH 2.0, and prewarm at 37°C. 

5. Remove the coverslips and wash three times for 5 min each in 2X SSC on a 
shaker at room temperature. 

6. Pepsin treatment: Add 5-30 uL of pepsin to a Coplin jar, and then add 100 mL of 
prewarmed HC1, and incubate the slides at 37°C for 2 min (see Note 1). 

7. Wash twice for 5 min each in IX PBS at room temperature, shaking. 

8. Wash once for 5 min in IX PBS/MgCl 2 . 

9. Incubate the slides for 10 min at room temperature in 1% formaldehyde in IX 
PBS/MgCl 2 for postfixation. 

10. Wash again one time for 5 min in IX PBS at room temperature, shaking. 

11. Dehydrate the slides in 70, 90, and 100% ethanol for 3 min each. 

12. Let the slides air-dry (see Note 1). 
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3.3.2. Denaturation of SKY Kit 

1. Prewarm SKY Kits at 37°C for 30 min. 

2. Denature SKY Kits at 80°C for 5 min in a thermomixer or water bath, 

3. Before applying to the slide, allow the SKY Kit to preanneal at 37°C for 1 to 2 h. 

3.3.3. Slide Denaturation 

1. Apply 120 u,L of 70% formamide/2X SSC to a 24 x 60 mm coverslip and touch 
slide to coverslip. 

2. Denature the slides at 75°C on a slide warmer for 1 min, 30 s. Denaturation of 
slides can also be performed by preheating 70% formamide/2X SSC in a Coplin 
jar in a water bath to 72°C. This is especially applicable for G-banded slides, for 
which denaturation times are shorter (10-30 s). 

3. Shake off the coverslips and immediately place the slides in freshly prepared 
70% ethanol (precooled to 0°C) for 3 min, followed by 3 min in 90% and 100% 
ethanol each. 

4. Let the slides air-dry. 

3.3.4. Hybridization 

1 . After preannealing, add the SKY Kit to the preselected hybridization area on the 
denaturated slides and cover with an 18-mm 2 coverslip. 

2. Seal the coverslips with rubber cement and incubate in a hybridization chamber 
at 37°C for 48 h. Drying out of the SKY Kit during the hybridization time should 
be avoided. 

3.4. Detection 

1. Prepare solutions (formamide/SSC, IX SSC, 4X SSC/Tween-20) and prewarm 
at 45°C for 30 min before starting the detection. 

2. After the hybridization time, carefully remove the rubber cement and dip the 
slides in formamide/SSC until the coverslips slide off (see Note 2). 

3. Wash the slides three times for 5 min each in formamide/SSC, shaking. 

4. Wash the slides three times for 5 min each in IX SSC, shaking. 

5. Dip the slides in 4X SSC/Tween-20. 

6. Incubate the slides with blocking solution (120 u,L/slide, covered with a 24 x 60 mm 
coverslip) in a hybridization chamber at 37°C for 30 min. 

7. Spin all the fluorescent dyes for 3 min at 13,000 rpm. 

8. Dip the slides in 4X SSC/Tween-20. 

9. Add 1 20 u,L of antibody solution containing mouse antidigoxin ( 1 :200 dilution in 
1% BSA) per 24 x 60 mm coverslip, touch the slide to the coverslip, and incubate 
in a hybridization chamber for 1 h at 37°C. 

10. Wash the slides three times for 5 min each in 4X SSC/Tween-20, shaking. 

11. Add 120 u,L of antibody solution containing avidin-Cy5 and Cy5.5 antimouse 
(1:200 dilution in 1% BSA each) per coverslip (24 x 60 mm), touch the slide to 
the coverslip, and incubate in a hybridization chamber for 1 h at 37°C. 
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12. Wash the slides three times for 5 min each in 4X SSC/Tween-20, shaking. 

13. Stain with DAPI for 5 min in a light-protected Coplin jar. 

14. Wash for 5 min in 2X SSC, shaking. 

15. Dehydrate the slides in an ethanol series (70, 90, 100%) for 3 min each. 

16. Let the slides air-dry in the dark. 

17. When the slides are completely dry, apply 30 u,L of antifade, cover with 24 x 60 mm 
coverslips, and store in the dark at 4°C until image acquisition. 

3.5. Image Acquisition and Analysis 

For each metaphase, a spectral image and the corresponding DAPI image is 
acquired using an epifluorescence microscope connected to the SpectraCube 
(Applied Spectral Imaging; a combination of a Sagnac -Interferometer and a 
CCD-camera). For the spectral image, a custom-designed SKY filter (Chroma) 
is employed; the DAPI image is acquired using the TRl-filter (Chroma). The 
subsequently inverted DAPI-image gives a chromosomal banding pattern com- 
parable with the one obtained by G-banding (Fig. 1B,E). During image acqui- 
sition, heat protection filters should normally be placed into the light pass but 
can be removed if the intensity of the fluorescent dyes with emission in the far 
red range (Cy5 and Cy5.5) is weak. 

For image analysis, the spectral image is first displayed in RGB (red- 
green-blue) colors. This allows for the evaluation of hybridization quality 
(Fig. 1A,C). Using the SkyView software, both the spectral and the DAPI 
image are then analyzed simultaneously. Through correlation of the spectral 
information with the labeling scheme and the reference spectra of the five 
fluorescent dyes (stored in a ctb-file) a specific pseudocolor is assigned to 
each image point. Thus, all material belonging to the same chromosome will 
be displayed in the same pseudocolor, and chromosomal aberrations will be 
easily visible (Fig. 1C, F). 

4. Notes 

1. Pretreatment with pepsin to remove residual cytoplasm is a crucial step 
because overtreatment with pepsin leads to reduced signal intensity and 
impaired chromosome morphology and therefore compromises SKY results. 
Pepsin concentration and time must therefore be adjusted according to the 
amount of cytoplasm; that is, use low concentrations of pepsin (5-10 u,L; 
2 min) if there is little cytoplasm, and 20-30 u,L, 5 min, for cells with high 
amounts of cytoplasm. Cytoplasm is visible as opaque material around the 
metaphase chromosomes. If no cytoplasm is present, pepsin treatment may 
not be necessary at all. 

2. During the detection avoid exposure to light as much as possible and avoid air- 
drying of the slides between the different steps. Slides should be handled care- 
fully in order to avoid scratching the surfaces. 
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Comparative Genomic Hybridization Analysis 
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1. Introduction 

Molecular genetic investigations of human tumors have increased our 
understanding of the mechanistic relationship between chromosome abnormali- 
ties and cancer. In leukemias and lymphomas, for which extensive karyotypic 
analysis has been possible, specific translocations and inversions have been 
identified that result in the deregulation of protooncogenes or the creation of 
aberrant fusion genes (1,2). Similarly, certain sarcomas (e.g., Ewing and syn- 
ovial sarcomas) are characterized by specific translocations (3,4). In many 
cases, these translocations represent the only chromosome alteration present in 
the tumor cells, consistent with the notion that such changes play a critical role 
in the pathogenesis of these neoplasms. 

Unlike the aforementioned malignancies, in the common epithelial tumors 
of adults, such as lung and breast carcinomas, conventional karyotyping has 
proven difficult. Many of these solid tumors have a low mitotic index, limiting 
the number of metaphase spreads suitable for detailed chromosome banding 
analysis. Moreover, the karyotypes of epithelial tumors are often complicated, 
with many additional chromosomes and complex markers, hindering efforts to 
identify chromosome segments that are consistently lost or gained. Although 
other techniques permit the detection of allelic loss, mutations, or DNA ampli- 
fication, such methods are highly focused in that they target one specific gene 
or chromosome region at a time, leaving the majority of the genome 
unexamined. These limitations can be circumvented through the use of a 
molecular cytogenetic approach referred to as comparative genomic hybridiza- 
tion (CGH) analysis (5). This invaluable technique permits the assessment of 
genomic imbalances (gains, losses, and DNA amplifications) within the entire 
tumor genome in a single experiment. 
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Fig. 1. Schematic representation depicting steps involved in CGH analysis. Equimo- 
lar amounts of tumor and normal reference DNAs are labeled differentially, dena- 
tured, and cohybridized to normal human metaphase spreads. Cot-1 DNA is added to 
block ubiquitous repetitive sequences. Hybridization is allowed to take place for sev- 
eral days, followed by washing to remove unbound probe. Chromosomes are counter- 
stained with DAPI and observed with a fluorescence microscope equipped with a 
cooled charge-coupled device (CCD) camera operated by a computer workstation. 
Images of 4',6'-diamidino-2-phenylindole (DAPI) staining, fluorescein isothiocyanate, 
and rhodamine signals are acquired, digitized, and merged using interactive software. 
This software also performs ratio computations and profile averaging to detect genomic 
imbalances. 



The CGH procedure involves competitive in situ hybridization of differen- 
tially labeled tumor DNA and normal reference DNA to normal human 
metaphase spreads (Fig. 1). More important, this technique does not require 
mitotic tumor cells, so that archival as well as fresh specimens can be exam- 
ined. Moreover, only a small amount (<500 ng) of genomic DNA is needed for 
a genomewide analysis. Furthermore, CGH accounts for all chromosomal seg- 
ments in the tumor cell genome, including those present in marker chromo- 
somes whose origin cannot be determined by conventional karyotyping. 
Application of the CGH procedure has permitted the identification of recurrent 
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imbalances in a wide variety of human cancers, especially the common epithe- 
lial tumors. In the last decade, CGH analyses of more than 2200 solid tumor 
specimens, involving 27 different tumor types, have been reported (6). 

2. Materials 

2. 1. Preparation of Normal Metaphase CGH Target Slides 

1. Peripheral blood (5-10 mL) from a normal male donor collected in preservative- 
free heparin-sodium salt. Note that 10 U of heparin is sufficient as an anticoagu- 
lant for each milliliter of blood. 

2. Tissue culture flasks (25 cm 2 ). 

3. Complete medium: RPMI 1640 medium supplemented with 15% fetal bovine 
serum, antibiotics (100 U/mL of penicillin sodium salt and 50 mg/mL of strepto- 
mycin), and L-glutamine (2 mM). 

4. Phytohemagglutinin (PHA-M) (cat. no. 10576-015; Gibco). 

5. Colcemid (cat. no. 15210-040; Gibco). 

6. Centrifuge tubes (10 mL). 

7. Hypotonic KC1 (0.075 M). 

8. Fixative (methanokacetic acid, 3:1). 

9. Glass slides (Fisher Premium Superfrost microscope slides; cat. no. 12-544-7). 
Preclean the slides by soaking in detergent, scrubbing gently, and rinsing thor- 
oughly in distilled water. Chill the slides in 70% ethanol before use. 

2.2. Labeling of Test and Reference Genomic DNA 

1 . Test DNA: High molecular weight genomic DNA from fresh, frozen, or paraffin- 
embedded tumor tissue. Be sure that the specimen has a high percentage of tumor 
cells (see Note 1). Tumor cell line DNA may also be used. 

2. Reference DNA: High molecular weight genomic DNA from peripheral blood 
lymphocytes of a normal individual. 

2.2.1. Indirect Labeling by Random Priming 

1 . BioPrime DNA Labeling System (cat. no. 1 8094-0 1 1 ; Gibco) with the following 
components: 

a. 2.5X Random Primers Solution: 125 mMTris-HCl (pH6.8), 12.5mMMgCl 2 , 
25 mM 2-mercaptoethanol, 750 u,g/mL of oligodeoxyribonucleotide primers 
(random octamers). 

b. 10X dNTP mixture: 1 mM biotin-14-dCTP, 1 mM dCTP, 2 mM dATP, 2 mM 
dGTP, 2 mM dTTP in 10 mM Tris-HCl (pH 7.5), 1 mM Na 2 EDTA. 

c. Klenow fragment (large fragment of DNA polymerase I): 40 U/jxL of Klenow 
fragment in 50 mM potassium phosphate (pH 7.0), 100 mM KC1, 1 mM 
dithiothreitol, 50% glycerol. 

d. Stop Buffer: 0.2 M Na 2 EDTA (pH 8.0). 

2. 10X Digoxigenin DNA Labeling Mix (cat. no. 1277 065; Boehringer Mannheim). 

3. Distilled water. 
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2.2.2. Direct Labeling by Random Priming 

Use the same kit as in the indirect labeling protocol, with the following additions: 

1. Fluoro Green (fluorescein- 11-dUTP) (cat. no. RPN 2121 ; Amersham Pharmacia). 

2. Fluoro Red (rhodamine-4-UTP) (cat. no. RPN 2122; Amersham Pharmacia). 

3. lOXdNTP mixture: 1.2mAfdCTP, 1.2mAfdATP, 1.2 mMdGTP, 0.6 mMdTTP 
in 58 mL of distilled water. 

2.3. Hybridization Reagents, Probe Precipitation, 
and Pretreatment of Target Slides 

1. Human Cot-1 DNA (cat. no. 15279-011; Gibco). 

2. 3 M Sodium acetate. 

3. Absolute alcohol. 

4. Hybrisol VII (50% formamide/2X saline sodium citrate [SSC]) (cat. no. S 1390-10; 
Ventana). 

5. RNase A (100 mg/raL) (cat. no. 109169; Boehringer-Mannheim). Boil for 
20 min after dissolving 100 mg in 1 mL of distilled water; immediately cool on ice. 

6. 70% Formamide (cat. no. 47670; Fluka)/2X SSC. 

7. Coverslips (18 mm x 18 mm). 

8. Glass coverslip sealant (cat. no. SI 370- 12; Oncor). 

2.4. Posthybridization Washing and Probe Detection 

1. Capped Corning centrifuge tubes (50 mL). 

2. Coplinjars. 

3. 50% Formamide (cat. no. 47670; Fluka), 2X SSC. 

4. 20XSSC: 3.0 MNaCl, 0.3 MNa citrate, pH 7.0. Dilute 1:10 for 2X SSC. 

5. IX PBD: 4X SSC, pH 7.0/0.05% Tween-20. 

6. Rhodamine antidigoxigenin (cat. no. 1207750; Boehringer-Mannheim)/fluores- 
cein-labeled avidin (cat. no. S 1370-9; Oncor); 5 u,g/mL. 

7. Antiavidin antibody (cat. no. S1370-10; Oncor). 

8. Plastic coverslips (cat. no. S 1370-13; Oncor). 

9. DAPI (cat. no. D9542; Sigma). Stock solution is 1 mg/mL in distilled water. 
10. Mounting medium (cat. no. H1000; Vector). 

2.5. Image Analysis 

1. Zeiss Axioplan microscope equipped with a x63 plan neofluor objective (1.25 na), 
100-W mercury arc lamp, Chroma Technology "PI" multiband pass beam split- 
ter and emission filter, and single band excitation filters for each fluorochrome, 
mounted in a computer-controlled filter wheel. 

2. Cooled CCD camera (Photometries SenSys Grade 2) with 12-bit resolution (4096 
gray scales). 

3. QUIPS software (Quantitative Image Processing System) for acquisition and 
analysis of multicolor fluorescence images (Vysis). 
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3. Methods 

3. 1. Preparation of Metaphase Slides 

3.1.1. Peripheral Blood Cultures, Harvesting, and Fixation of Cells 

1 . Set up 5-10 whole blood cultures from a young donor (see Note 2) by adding 1 mL 
of whole blood to 9 mL of complete medium in a 25-cm 2 flask. Add 150 uL of 
PHA-M to each culture and incubate at 37°C. Note that we routinely culture cells 
in 5% C0 2 . 

2. After 69 h, add 30 uL of colcemid. Incubate for another 2 to 3 h. 

3. Transfer the cell culture to a 10-mL tube and centrifuge at 1500 rpm (300g on a 
regular table-top swing bucket centrifuge) for 10 min. 

4. Remove the supernatant and suspend the pellet in 1 to 2 mL of hypotonic KC1 
(37°C). Slowly add another 10 mL of KC1, cap the tube, and gently invert several 
times. Incubate for 20-25 min in a water bath at 37°C. 

5. Add 1 mL of fresh fixative and centrifuge at 1500 rpm for 10 min. Remove the 
supernatant and resuspend the pelleted cells in 1 to 2 mL of fixative. Add an 
additional 10 mL of fixative. Pipet gently to disperse all the clumps. 

6. Centrifuge at 1500 rpm for 10 min, remove the supernatant, and add 10 mL of 
fresh fixative. Allow the cells to remain in the fixative overnight at -20 C C. 

3. 1.2. Preparation of Lymphocyte Metaphase Spreads 

Normal metaphase spreads serve as targets for the hybridization. More 
important, good hybridization and optimal CGH analysis depend, to a large 
extent, on the quality of the target metaphase preparations. 

1. Centrifuge the fixed cells at 1500 rpm for 10 min and remove the supernatant. 

2. Resuspend the pellet in a small volume (-0.5 mL) of fresh fixative. Note that the 
cell suspension should not be too dilute; a slightly milky suspension generally 
gives good results. 

3. Swipe a precleaned, chilled glass slide with tissue paper to remove excess 70% 
ethanol. Using a fine-bore glass pipet, place three to four drops of the cell sus- 
pension on the slide. 

4. Allow the fixative to dry by placing the slide at room temperature or on a rack 
over a beaker of boiling water (30-60 s), depending on the humidity (see Note 3). 

Criteria for acceptable slides for CGH experiments are as follows: slides 
with moderate cell density and high mitotic index, adequate chromosome 
length (i.e., neither too contracted nor too elongated), minimal overlapping of 
chromosomes, and absence of visible cytoplasm around the chromosomes (too 
much cytoplasm prevents optimal denaturation and hinders hybridization of 
the genomic DNA probes to the target chromosomes) (7) (see Note 3). The 
quality of the chromosome preparations should be assessed under a phase-con- 
trast microscope. If the conditions are acceptable, prepare a batch of slides and 
store them at room temperature in a desiccator. Slides can be used as needed 
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for up to 2 mo. Metaphase preparations can be kept longer, if stored at -20°C. 
The remaining suspension of fixed cells can also be kept at -20°C. Centrifuge 
and add fresh fixative before preparing new slides. 

3.2. Labeling of Test and Reference Genomic DNAs by Random 
Priming 

Test DNA is usually labeled with biotin-14-dCTP, and reference DNA is 
labeled with digoxigenin-dUTP. Each reaction typically consists of 600 ng of 
genomic DNA in a total volume of 100 ^L. 

1. Dilute the DNA sample to a total volume of 20 u,L with distilled water, denature 
by heating for 5 min in a boiling water bath, and immediately cool on ice. 

2. Perform the following additions on ice: 

a. Indirect labeling: 10 uT of 10X dNTP mixture, 40 \iL of 2.5X Random Prim- 
ers Solution, and distilled water to a total volume of 96 u,L; for reference 
DNA, substitute the 10X dNTP mixture with digoxigenin 10X labeling mix. 

b. Direct labeling: 10 u,L of 10X dNTP mixture, 40 u.L of 2.5X Random Primers 
Solution, 6 u,L of Fluoro Green, and distilled water to a total volume of 96 u,L; 
for reference DNA, substitute the Fluoro Green with Fluoro Red. 

3. Mix briefly and add 4 u,L of Klenow fragment. Mix thoroughly but gently. Cen- 
trifuge for 15-30 s. 

4. Incubate overnight at room temperature for test DNA and for 1 h at 37°C for 
reference DNA (see Note 4). 

5. Add 10 u,L of Stop Buffer. Check the fragment size by running 100 ng of the 
probe on an agarose gel (see Note 4). 

6. Store labeled probes at -20°C until needed. 

3.3. Hybridization of Labeled Genomic DNA Probes to Target Slides 

3.3.1. Probe Precipitation and Denaturation 

Note that genomic DNA contains repeat sequences that require preannealing 
with excess DNA of the same species to prevent nonspecific hybridization. 
Human Cot-1 DNA is normally used for this purpose (see Note 5). 

1. Mix 500 ng each of labeled test DNA and reference DNA with 22 u,L of human 
Cot-1 DNA (1 mg/mL) and coprecipitate using 0.1 vol of sodium acetate and 2 to 
3 vol of chilled 100% ethanol. 

2. Vortex and store at -20°C overnight or at -80°C for 30 min. 

3. Centrifuge at 14,000 rpm (18,400g on a table-top centrifuge for Eppendorf tubes) 
at 4°C for 20 min. Pour off the supernatant. 

4. Wash the pellet with 500 mL of 70% ethanol. Centrifuge at 14,000 rpm at 4°C for 10 min. 

5. Air-dry the pellet (-10 min). 

6. Resuspend the pellet in 10 u,L of Hybrisol VII, mix thoroughly, and centrifuge 
briefly. 

7. Denature the probe at 75°C for 5 min and preanneal at 37°C for 1 h. 
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3.3.2. Pretreatment of Target Slides 

1. Incubate the slides in RNase (40 [iL in 40 mL of 2X SSC) for 1 h in a water bath 
at37°C. 

2. Rinse the slides four times in 40 mL of 2X SSC at room temperature (2 min 
per wash). 

3. Dehydrate in ethanol series (70, 80, and 95%; 2 min each). 

4. Allow the slides to air-dry. 

5. Denature the slides by incubating for 5 min in 70% formamide at 73°C. 

6. Immediately dehydrate in cold series of ethanol (70, 80, 95, and 100%; 2 min each). 

7. Air-dry and place the slides at 37°C. 

3.3.3. Hybridization 

1. Mix the probe and centrifuge briefly. Apply to a denatured, prewarmed slide. 
Cover with a glass coverslip, being careful not to create air bubbles. Each slide can 
be used for two hybridizations. Etching a line across the middle of the slide can 
designate the two separate hybridization areas. 

2. Incubate at 37°C for at least 72 h in a humidified chamber. 

3.4. Posthybridization Washing and Probe Detection 

3.4.1. Indirect Labeling 

1. Prewarm 35 mL of 50% formamide/2X SSC in each of two 50-mL Corning cen- 
trifuge tubes in a water bath set at 43°C. 

2. Carefully remove the sealant and coverslip to avoid scratching the metaphase 
spreads. If the coverslip cannot be removed easily, moisten the slide surface with 
50% formamide/2X SSC. 

3. Dip the slides in the tubes and wash twice for 10 min each. Two slides may be 
placed back-to-back and washed in the same tube. Further washing is carried out 
in Coplin jars. 

4. Wash twice in 2X SSC at 37°C, 4 min in each wash. 

5. Wash the slides in IX PBD at room temperature for 5 min. At this stage, the 
slides may be stored in IX PBD at 4°C for several days. 

6. Remove the slides from IX PBD; do not allow the slides to dry. Apply 60 [iL of 
rhodamine antidigoxigenin/fluorescein-labeled avidin onto the slides. Cover with 
a plastic coverslip and incubate in the dark at 37°C for 20 min. 

7. Remove the coverslip and wash three times in IX PBD at room temperature, 
2 min each. 

8. Apply 60 [iL of antiavidin antibody. Cover with a plastic coverslip and incubate 
in the dark at 37°C for 20 min. 

9. Remove the coverslip and wash three times in IX PBD at room temperature, 
2 min each. 

10. Repeat steps 6 and 7. 

11. Apply 60 u,L of DAPI (1 uL of stock/mL of phosphate-buffered saline). Cover 
with a plastic coverslip and incubate in the dark at room temperature for 5 min. 
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12. Remove the coverslip, apply mounting medium, and cover with a glass coverslip. 

13. Gently blot the mounted slide with a paper towel to remove extra mounting 
medium. At this stage, the slide may be stored at 4°C in the dark until examined. 

3.4.2. Direct Labeling 

1. Wash the slides twice in 2X SSC, 5 min each, in a water bath set at 45°C. 

2. Wash in 0. IX SSC twice, 5 min each, in a water bath at 45°C. 

3. Wash the slides in IX PBD at room temperature for 5 min. 

4. Rinse in distilled water for 2 min. 

5. Follow steps 11-13 of Subheading 3.4.1. 

3.5. Image Analysis 

3.5.1. Fluorescence Microscopy and Acquisition of Multicolor Digital Images 

Metaphases are located by visual scanning, and then a sequence of counter- 
stained, test, and reference images is acquired under software control, by 
selecting appropriate excitation filters. Exposures are determined automatically 
and range from 0.5 to 5 s. Each multicolored image is directly filed to an elec- 
tronic disk for subsequent analysis. The DAPI-counterstained image is dis- 
played in blue, the test DNA image in green, and the reference DNA in red. 
Thus, in the composite image, those regions of the test genome that have a higher 
copy number than normal appear greener, whereas those that are at a lower copy 
number than normal appear to be redder than the yellowish orange hue typical of 
chromosomal regions exhibiting a balanced state. The DAPI-counterstained 
image is included to permit visual identification of each chromosome. 

3.5.2. Chromosome Segmentation 

Chromosomes are segmented automatically. Chromosome clusters not seg- 
mented by the software are resolved interactively using a computer mouse to 
draw separate lines. Chromosomes with overlaps are not analyzed. Typically, 
more than 75% of the chromosomes are suitable for analysis, so that 8-10 
profiles for each individual chromosome type can be obtained from five to 
seven metaphase cells. The CGH analysis program is interactive. Chromo- 
somes are identified based on DAPI banding after chromosome segmentation. 
Chromosomes are selected for profiling depending on the quality of the 
hybridization. Poor hybridization results in an unacceptable level of noise. 
Judgment can be made by a variety of display options, which include enlarged 
images of the counterstained, test, and reference versions. 

3.5.3. Normalization of Hybridization Intensities 

In CGH analysis, the absolute fluorescence intensity of any of the fluorophores 
is governed by illumination brightness, filter bandwidth, dye absorbance and 
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quantum efficiency, camera sensitivity and exposure time, bleaching, hybridiza- 
tion efficiency, DNA labeling efficiency, and metaphase quality (8). Normaliza- 
tion is necessary to compare information among different copies of the same 
chromosome type in different metaphases and in different experiments. The 
image analysis system includes a background correction, which is essential in 
order to obtain ratio values that are directly proportional to copy number. 

3.5.4. Ratio Computation and Profile Averaging 

Digital image analysis techniques are essential for accurate CGH assess- 
ment. Calculation of ratio profiles for each chromosome coupled with statisti- 
cal analysis of the profiles allows the investigator to detect and map DNA 
sequence copy number changes throughout the genome. Profiles from at least 
five metaphases are included to improve the signal-to-noise ratio. 

The reference and test intensity profiles for each chromosome are obtained 
by integrating the pixel values along slices orthogonal to the chromosomal axis (8). 
The average ratio profile (Figs. 2 and 3) is constructed by averaging the indi- 
vidual ratio profiles. This method provides a straightforward way to estimate a 
confidence interval for the mean ratio at any part of the genome, and it is there- 
fore chosen because such confidence intervals are important for the interpreta- 
tion of the mean profiles (8). A copy number increase of 50% (i.e., one 
additional copy in a basically diploid DNA sample) should be visible if the 
amplified region is at least 2 Mbp in size (8). The smallest deleted segment 
detected by CGH is on the order of 10 Mbp (9). 

3.6. Applications of CGH Analysis 

In cancer genetics, CGH analysis permits the detection of consistent chro- 
mosomal imbalances in a given type of cancer. These recurrent gains/amplifi- 
cations and losses represent entry points for the characterization and isolation 
of pathogenetically relevant genes such as protooncogenes and tumor suppres- 
sor genes, respectively. Other applications of CGH analysis include identifica- 
tion of genomic imbalances of prognostic relevance; subclassification of 
tumors involving a particular organ; localization of chromosomal sites associ- 
ated with drug resistance (e.g., owing to amplification of a target drug resis- 
tance gene); identification of chromosomal imbalances associated with tumor 
progression (e.g., amplicons involving new or known putative oncogenes) (Fig. 2B); 
and identification of the location of cancer susceptibility genes, to facilitate 
subsequent genetic linkage analysis (10). 

4. Notes 

1 . DNA should be isolated from tumor tissue with a high percentage of malignant 
cells. Contaminating normal cells significantly inhibit detection of copy number 
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Fig. 2. Examples of average fluorescence ratio profiles of chromosomes 8 and 7 
from two different lung carcinoma cell lines. (A) Profile depicting loss of the short 
arm (p) and gain of the long arm (q) of chromosome 8. This abnormality was observed 
in a lung cancer cell line with two copies of an isochromosome of the long arm of 
chromosome 8, i(8q), as well as a single copy of a normal chromosome 8. Averaged 
values are plotted as profiles alongside individual chromosome ideograms. The three 
vertical lines next to the individual chromosome ideograms indicate different thresh- 
old values between tumor DNA and normal reference DNA. The line on the left corre- 
sponds to a threshold value of 0.75, which would exist if 50% of the cells from a near 
diploid tumor had monosomy of a given chromosome or chromosome segment. The 
center line indicates a balanced state. The line on the right represents a threshold value 
of 1 .25, which would occur if 50% of the cell population exhibited trisomy for a par- 
ticular chromosome region. (B) Ratio profile from a lung tumor cell line showing 
amplification of part of 7q. The amplification peak resides at 7q3 1 , the location of the 
MET protooncogene, which was found in subsequent molecular studies to be ampli- 
fied and overexpressed in this cell line. 



Fig. 3. (opposite page) CGH fluorescence ratio profile of a non-small cell lung carci- 
noma specimen displaying overrepresentation (gains) of part or all of chromosome arms 
lq, 3q, 5p, 6p, 18p, 18q, Xp, Xq, and Yq and underrepresentation (losses) of part or all of 
lp, 3p, 4p, 5q, 8p, lOq, 13q, 14q, 16q, and 17p. Gains of lq, 3q, and 5p and losses of 3p, 
8p, and 17p are common in non-small cell lung cancer (12), suggesting the involvement 
of known or suspected oncogenes and tumor suppressor genes, respectively, at these 
locations. Note that ratio profile deviations at or near the constitutive heterochromatin 
are not interpreted. The profile shown represents the average fluorescence ratios calcu- 
lated for each chromosome from a total of 10 metaphase spreads. 
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imbalances. Whenever possible, tumor specimens should be microdissected to 
enrich for the malignant cell population. 

2. A high yield of metaphase spreads depends on stimulation of T-lymphocytes with 
the mitogen PHA-M. We have noticed that lymphocytes from younger age 
(20-25 yr) donors have a better response to PHA-M stimulation than those from 
older individuals. 

3 . Room temperature and relative humidity during metaphase slide preparation are criti- 
cal considerations in order to obtain cytoplasm-free metaphase preparations. To 
remove debris, we add a postfixation step in which new slide preparations (before the 
fixative has evaporated) are gently squirted with 2 to 3 mL of fresh methanohacetic 
acid (3:1). Also, note that when conditions are very dry, the quality of the chromo- 
some preparations can be improved considerably by allowing the slides to dry for 
30^-5 s on a rack placed above a container of boiling water. If the chromosomes tend 
to overlap, steam may improve the spreading. On the other hand, by allowing prepa- 
rations to dry at room temperature, overspreading can be minimized. 

4. The optimum fragment size of the labeled DNA is 500-1000 bp. DNA samples 
with an abundance of larger-sized fragments can be treated with DNase to achieve 
this size range. 

5. Ratio changes at the centromeric regions are not interpreted, especially those 
involving the constitutive heterochromatin of chromosomes 1, 9, 16, and Y, 
because blockage of repetitive DNA sequences in these regions by the unlabeled 
Cot-1 DNA is variable (//). 
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Detection of Chromosomal Deletions 
by Microsatellite Analysis 

Rachel E. Ibbotson and Martin M. Corcoran 



1. Introduction 

Microsatellites are tandem repeats of simple sequence, 2-6 bp, that occur 
abundantly and at random throughout most eukaryotic genomes. They are typi- 
cally short, often <100 bp long, and are embedded within a unique sequence. 
Thus, they are ideal for in vitro amplification by the polymerase chain reaction 
(PCR). The high degree of polymorphism, owing to variation in the number of 
repeat units, and the stability displayed by microsatellites make them perfect 
markers for use in constructing high-resolution genetic maps to identify sus- 
ceptibility loci involved in common genetic diseases (7). In addition to their 
applications in genome mapping and positional cloning, these markers have 
been applied in fields as diverse as tumor biology, forensic identification, popu- 
lation genetic analysis, and the construction of human evolutionary trees. This 
chapter is confined to the analysis of chromosomal deletions. 

The significance of chromosomal abnormalities such as deletions, transloca- 
tions, and inversions is well documented, and these somatically acquired genetic 
changes often are manifest phenotypically as neoplasia. Translocations and 
inversions are either idiopathic (i.e., they are only found in the tumor from one 
patient) or are specific, consistently found in all tumors of the same type. By 
analyzing the exact point of chromosomal breakage, numerous oncogenic genes 
have been identified (e.g., the c-myc oncogene located on chromosome 8 at band 
q24) (2). However, investigating consistent regions of deletion has generally led 
to the identification of tumor suppressor genes; of note are the retinoblastoma 
gene (RB-1) on chromosome 13 (3) and the pl6ARF locus on chromosome 9 (4). 

When no candidate gene is available, genetic alterations can be localized to 
one particular region of a chromosome by the analysis of specific polymorphic 
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markers for loss or amplification; that is, the region is tested for loss of heterozy- 
gosity (LOH). Southern blotting followed by hybridization with a labeled 
restriction fragment length polymorphism probe is a standard method for 
determining LOH; however, by employing microsatellites many benefits are 
gained. The high degree of heterozygosity displayed by many microsatellite 
markers is especially advantageous because the majority of samples will be het- 
erozygous (otherwise said to be informative) at the locus of interest. In addition, 
very small amounts of tissue are required for microsatellite analysis (typically 
100 ng compared to 10 ^g for a Southern blot), and many samples can be pro- 
cessed simultaneously with relative ease. For LOH studies, it is imperative that 
there be access to matched normal and tumor tissue so that direct comparison 
between the two can be made. In our own studies of lymphoproliferative malig- 
nancies, we have analyzed peripheral blood B-lymphocytes as the tumor popula- 
tion, using granulocytes or T-lymphocytes as matched controls. Sample pairs are 
scored as follows: heterozygous, not deleted (two different alleles present in both 
normal and tumor tissue); heterozygous, deleted (two alleles present in normal 
tissue but only one present in tumor tissue); homozygous, not informative (two 
alleles of the same size present in both normal and tumor tissue). 

2. Materials 

2. 1. Isolation of (CA)n Polymorphisms Within Series of Cosmids 

1. Cosmid DNA, extracted and purified by standard methods. 

2. (CA)n probe (Pharmacia). 

3. Hybond N+ nucleic acid transfer membrane (Amersham). 

4. 20X Saline sodium citrate (SSC): 3 M NaCl, 0.3 M sodium citrate. Dilute 
accordingly. 

5. 50X Denhardt's: 5 g of ficoll, 5 g of bovine serum albumin, 5 g of polyvinylpyr- 
rolidone. Add distilled water to 500 mL. 

6. Hybridization solution: 5X SSC, 1% sodium dodecyl sulfate (SDS), 5X 
Denhardt's, 5% dextran sulfate. 

7. [ 32 P]dCTP(10nCi/uL). 

8. Random primed DNA labeling kit (Boehringer Mannheim). 

9. Stringent wash solution: 0.5X SSC, 0.1% SDS. 

10. Autoradiography film (Kodak Biomax MS, Anachem). 

11. Restriction enzymes and appropriate buffers (Boehringer Mannheim). 

12. (3-Agarase (New England Biolabs). 

13. pBluescript (Stratagene). 

14. T7-sequencing kit (Pharmacia). 

2.2. Microsatellie Amplification, Resolution, and Detection 

1. Purified genomic DNA from tumor and normal tissue. 

2. dNTP mix (Pharmacia). 
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3 . 1 OX PCR buffer (Applied Biotechnologies) . 

4. Tag DNA Thermopolymerase (Applied Biotechnologies). 

5. Microsatellite primers (Oswel). 

6. [ 32 P]dCTP (10 \iCU\x:) (ICN). 

7. Mineral oil (Sigma). 

8. Microcentrifuge tubes (0.5 mL) (Perkin-Elmer, Foster City, CA). 

9. PCR machine (Perkin-Elmer). 

10. 10X TBE: 0.9 M Tris-borate, 20 mM EDTA. 

11. Sequencing apparatus (Bio-Rad, Hercules, CA). 

12. Sequencing gel dryer (Bio-Rad). 

13. Hydrotech Vacuum pump (Bio-Rad). 

3. Methods 

3. 1. Microsatellite Selection 

Once the genomic region of interest has been identified, appropriate 
microsatellites for investigation must be selected, either from previously iden- 
tified microsatellites listed in the databases or from novel microsatellites. Both 
methods are described. 

3.1.1. Isolation of (CA)n Polymorphisms Within Series of Cosmids 

1. Dot-blot the purified cosmid DNA onto hybridization membrane. Fix the DNA 
by exposing to ultraviolet light on a transiiluminator and prehybridized at 65 °C 
in hybridization buffer. 

2. Label the (CA)n probe, according to the kit protocol, with [ 32 P]dCTP and hybrid- 
ize overnight at 65°C (see Note 1). 

3. After stringent washing, autoradiograph the blot overnight at -70°C. The autora- 
diograph will identify which cosmids contain CA repetitive sequences by the 
strong hybridization of the probe to the cosmid DNA reflected in a dark spot on 
the film corresponding to the exact position of that same cosmid. 

4. Digest DNA from positive cosmids with restriction enzymes (see Note 2) and 
resolve the fragments on an agarose gel. 

5. Southern blot and probe the gel, as before, with the (CA)n probe to identify which 
small fragments contain CA repetitive sequences. 

6. Run a repeat gel, using low melting point agarose, to resolve the positive frag- 
ment. Then excise the fragment from the gel and subject to digestion with 
(3-agarase to release the DNA. 

7. Subclone the fragment into pBluescript that has been previously digested with 
the same enzyme to produce compatible ends for ligation (see Note 3). 

8. Once cloned, sequence the fragment (see Note 4). Primers are designed from the 
novel DNA sequence flanking the repetitive sequence, and these can then be 
used for PCR (see Note 5). 

9. Analyze DNA from 10 individuals for the new microsatellite marker to assess the 
variation of the allele size and informativity of the new marker. 
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3.1.2. Clone Sequencing 

Sequencing of midscale genomic clones (cosmids, PI artificial chromo- 
somes, and bacterial artificial chromosomes) within the region of interest will 
often reveal stretches of simple repetitive DNA. These dinucleotide, trinucle- 
otide, or tetranucleotide repeats, when found, can often be utilized through the 
design of flanking PCR primers as microsatellite markers (5). 

3.1.3. Databases 

It is possible to use computer sequence homology searches on raw sequence 
data compiled through large- or small-scale sequencing efforts in order to 
search for the presence of known or novel microsatellites. Programs such as 
the BLAST program can search these sequences against the many sequences 
present within the Genome Data Base (GDB) in order to find such results. 
Chromosome-specific websites with listings of known microsatellite loci are 
also available. These sites generally have links to the GDB accession page for 
microsatellite markers that may list the location, the type of repeat, the number 
of alleles, the frequency of heterozygosity, as well as to the primer sequences. 

3.2. Microsatellite Analysis 

Microsatellite polymorphism is quantified by PCR and polyacrylamide gel 
electrophoresis, enabling small amounts of poor-quality DNA to be typed to 
single nucleotide resolution. 

3.2.1. Microsatellite Amplification, Resolution, and Detection 

1. Extract genomic DNA by standard methods from constitutional and tumor 
samples. 

2. Perform PCR amplification using 100 ng of template DNA; 50 \xM each of dCTP, 
dATP, dTTP, and dGTP; and 2 \id of [ 32 P]dCTP, using 1 U of Tag polymerase 
in a total volume of 25 u,L overlayed with 30 uE of mineral oil (see Note 6). PCR 
conditions are generally 25 cycles of denaturation at 94°C for 30 s; annealing at 
58°C (the exact annealing temperature depends on the sequence of the primer 
and should be determined for each primer pair used) for 30 s; and extension at 
72°C for 30 s, with a final extension of 10 min at 72°C (see Note 7). 

3. Mix the PCR products 1 : 1 with formamide loading buffer (denaturing buffer for 
sequencing gels), and denature at 96°C for 10 min and kept on ice before loading 
on a 6% polyacrylamide gel run in IX TBE buffer. 

4. Run the gels for between 2 and 5 h at 2000 V depending on the size of the PCR 
product (see Note 8). 

5. After electrophoresis, dry the gels directly (see Note 9). 

6. Expose the dried gels to autoradiograph film overnight at -70°C. 

7. Determine LOH by visual or densitometric inspection of the autoradiograph by 
comparing the bands resulting from the PCR of the tumor and normal DNA (see 
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Fig. 1. Examples of microsatellite analysis. DNA extracted from purified tumor 
and control cells from patients with splenic lymphoma with villous lymphocytes were 
analyzed for LOH at microsatellite loci on chromosome 7. (A) Patient 1 (Ptl) is infor- 
mative for the microsatellite D7S635 and does not show deletion because both alleles 
are present in the tumor sample (T) and the control sample (N). Patient 2 (Pt2) is also 
informative for this microsatellite but shows evidence of heterozygous loss because 
the upper allele is deleted in the tumor sample in comparison with the control sample. 
(B) Patient 3 (Pt3) is informative for the microsatellite D7S640 and shows heterozy- 
gous loss, but in this case the lower allele is deleted. 



Note 10). LOH is scored positive if the intensity of one of the polymorphic bands 
is reduced by >75% (see Fig. 1). Homozygous loss may not always be deter- 
mined accurately by this method because the DNA from residual normal cells in 
the tumor DNA fraction may interfere with the interpretation of the results. It is 
paramount that the two matched DNA samples be as pure as possible to diminish 
the chance of incorrect results. 

3.3. Recent Advances 

Traditionally LOH studies have used radioactive detection methods. How- 
ever, recent advances made in fluorescent chemistry have seen the widespread 
introduction of fluorescent microsatellite assays. In addition, the technologic 
development of automated systems has facilitated the introduction of machines 
such as those marketed by Perkin-Elmer Applied Biosystems that, when 
coupled with fluorescent dye-labeled primers, can automatically detect and 
record electrophoresis data from up to 96 lanes per gel. For linkage analysis 
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and other high-throughput applications, up to 20 microsatellites can be multi- 
plexed and run in the same lane, and since up to three gels can be processed in 
1 d, this could yield 5760 genotypes. 

4. Notes 

1. Simple repeat probes other than the (CA)n probe are available. 

2. A number of different restriction enzymes should be used in order to find a frag- 
ment of a suitable size for subcloning and sequencing, ideally <500 bp. Restric- 
tion enzymes that have 4-bp recognition sites may be of use. Often an Sau3AI 
digest of a cosmid or PAC clone followed by ligation into BamHl prepared plas- 
mid is ideal for the production of a library of suitably sized fragments for 
microsatellite identification and sequencing. 

3. Stratagene supplies a detailed protocol sheet including ligation conditions, trans- 
formations, plating out, and selection of positive clones. 

4. Pharmacia supplies a detailed protocol sheet including DNA preparation, 
sequencing reactions, running the gels, and autoradiography. 

5. General rules for primer design are that primers should be approx 50% GC rich, 
not self-complementary and not complementary, to each other. Primer length 
should be between 17 and 24 bp, and the size of the target produced for 
microsatellites should not be >300 bp. 

6. An alternative method is to end label one of the PCR primers with [y 32 P]ATP 
and T 4 -polynucleotide kinase. 

7. The annealing temperature should be optimized for each individual microsatellite to 
be investigated by preliminary nonradioactive PCR and resolution on agarose gels. 

8 . Typically, a PCR product of 250 bp should be run at 2000 V and 45 W for up to 4 h. 

9. There is no need to fix the gel in methanol and acetic acid. This is only required 
if 35 S labeled radionucleotides are used. 

10. It is recommended that all experiments be duplicated from the PCR stage through 
to the final resolution on the gel to verify the LOH results. 
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Detection and Quantification of Leukemia-Specific 
Rearrangements 



Andreas Hochhaus 



1. Introduction 

A number of leukemia-specific chromosomal translocations have been iden- 
tified that have been cloned and are appropriate markers for molecular studies 
(Table 1) (1-4). In addition, leukemia nonspecific clonality markers, such as 
the junctional region of the rearranged immunoglobulin (Ig) and T-cell recep- 
tor (TCR) genes can be used for minimal residual disease studies. It is com- 
monly accepted that the Ig heavy chain (IgH) gene junctional regions as well 
as the junctional regions of rearranged TCR-y and TCR-6 can be used as tar- 
gets for polymerase chain reaction (PCR) analysis (1,2). The detection and 
quantification of leukemia specific rearrangements will be explained on the 
example chronic myelogenous leukemia (CML), since this disease was the first 
human tumor associated with a specific chromosomal rearrangement and a spe- 
cific fusion gene. The spectrum of molecular methods to detect fusion genes 
and their products has been established on CML during the last 15 years. 

1. 1. Chronic Myelogenous Leukemia 

In many ways, CML serves as a paradigm for the utility of molecular meth- 
ods to diagnose malignancy or to monitor patient response to therapy (5). CML 
is a clonal myeloproliferative disorder of the primitive hematopoietic stem cell 
an annual incidence of approx 1-2 per 100,000. The disease was described by 
Virchow (6) in 1845, introducing the term Weifies Blut (Leukamie). CML con- 
stitutes a clinical model for molecular detection and therapy surveillance since 
this entity was the first leukemia known to be associated with a specific chro- 
mosomal rearrangement, the Philadelphia (Ph) translocation t(9;22)(q34;ql 1) 
(7,8) (Fig. 1), and the presence of two chimeric genes, BCR-ABL (9,10) on 
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Table 1 

Chromosomal Translocations Observed in Leukemias (Selection) (1-4) 



Translocation 



Genes 



Disease" 



t(l;19)(q23;pl3) 

t(8;14)(q24;q32) 

t(2;8)(pl2;q24) 

t(8;22)(q24;qll) 

t(4;ll)(q21;q23) 

t(12;21)(pl3;q22) 

t(7;19)(q35;pl3) 

t(l;14)(p32;qll) 

t(7;9)(q34;q32) 

t(ll;14)(pl3;qll) 

t(10;14)(q24;qll) 

t(15;17)(q22;q21) 

t(6;9)(p23;q34) 

t(8;21)(q22;q22) 

inv(16)(pl3;q22) 

t(9;22)(q34;qll) 

t(8;13)(pll;ql2) 

t(9;12)(q34;pl3) 

t(5;12)(q33;pl3) 



PBX1,E2A 
MYC, IgH 
ZgK, MYC 
MYK, IgX 
AF4, MLL 
TEL, AML1 
LYL1, TCR-/3 
TALI, TCR-d 
TCR-B, TAL2 
RHOM-2, TCR-d 
HOX11, TCR-6 
PML, RARa 
CAN, DEK 
ETO, AML1 
CBFB, MYH11 
c-ABL, BCR 
ZNF198; FGFRl 
ABL, TEL 
PDGFR-B, TEL 



B-ALL 

B-ALL 

B-ALL 

B-ALL 

B-ALL 

B-ALL 

T-ALL 

T-ALL 

T-ALL 

T-ALL 

T-ALL 

AMLM3 

AML M2, M4 

AMLM2 

AML M4Eo 

CML, ALL 

8pll MPD 

Ph-negative CML, MDS 

CMML 



"B-ALL, B-lineage acute lymphoblastic leukemia; T-ALL, T-lineage acute lymphoblastic leu- 
kemia; AML, acute myelogenous leukemia; CML, chronic myelogenous leukemia; MDS, 
myelodysplastic syndrome; CMML, chromic myelomonocytic leukemia. 



chromosome 22, and ABL-BCR on chromosome 9. BCR-ABL is transcribed to 
a specific BCR-ABL mRNA and encodes in most patients a 210-kDa chimeric 
protein with increased tyrosine kinase activity. The central role of BCR-ABL 
in several pathways that lead to uncontrolled proliferation has been shown in 
vitro and in vivo by transfection and transplantation experiments in mice 
(11,12). ABL-BCR is expressed in about 60% of patients with CML but lacks 
any biologic function (13). 

1.2. Detection and Quantification of BCR-ABL-Positive Cells 

1.2.1. Cytogenetic Analysis of Bone Marrow Metaphases 

The degree of tumor load reduction is an important prognostic factor for 
patients with CML on therapy. Conventional cytogenetics is considered the 
"gold standard" for evaluating this response. This method, however, is limited 
by the requirement of mitotic cells (14). Insufficient metaphases are obtained 
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Fig. 1. Philadelphia (Ph) translocation. Reciprocal translocation of genomic mate- 
rial from the long arms of chromosomes 9 and 22. The resulting fusion genes are ABL- 
BCR on chromosome 9q+ and BCR-ABL on chromosome 22q-. 



in many cases on interferon-a (IFN-a) therapy. Furthermore, cytogenetic 

analysis is not applicable to patients with Ph-negative, BCR-ABL-positive disease. 

Commonly, response is determined according to the Houston classification (15) : 

1. Complete response (0% Ph-positive metaphases). 

2. Partial response (1-34% Ph-positive metaphases). 

3. Minor response (35-94% Ph-positive metaphases). 

4. Nonresponse (>95% Ph-positive metaphases). 

The Ph chromosome is present in about 90% of patients with a clinical pic- 
ture consistent with CML. Three to five percent of patients show a normal 
chromosome 22 with molecular evidence of the BCR-ABL translocation. At 
presentation, cytogenetic analysis usually reveals the Ph chromosome in 100% 
of cells analyzed with standard 20- to 30-cell analysis. 

Major drawbacks of cytogenetics are the requirement of bone marrow cells 
in mitosis, and the analysis of relatively small numbers of metaphases, result- 
ing in significant sampling errors (16). The advantage of cytogenetics is the 
early detection of a cytogenetic evolution as a sign for acceleration of the 
disease (17,18). 
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The frequency of cytogenetic analysis can be reduced considerably if 
patients are monitored by other methods, such as quantitative Southern blot, 
fluorescence in situ hybridization (FISH), quantitative Western blot, or quanti- 
tative reverse transcription (RT)-PCR. Molecular methods can be performed 
on peripheral blood specimens and are therefore less invasive than conven- 
tional cytogenetic analysis of bone marrow metaphases. Furthermore, these 
techniques are applicable to Ph-negative, BCR-ABL-positive cases. Results 
obtained by Southern blotting, Western blotting, and FISH are readily quanti- 
fiable, but the sensitivity is not generally superior to that of cytogenetics. 

1.2.2. Fluorescence In Situ Hybridization 

FISH analysis is typically performed by cohybridization of a BCR and an 
ABL probe to denatured metaphase chromosomes or interphase nuclei. Probes 
are large genomic clones, such as cosmids or yeast artificial chromosomes, and 
are labeled with different fluorochromes. 

Dual-color FISH using probes for BCR and ABL genes allows the specific 
detection of BCR-ABL gene fusion in interphase or metaphase nuclei. Most 
cells exhibit four distinct signals, two of each color corresponding to the two 
normal BCR and ABL alleles. CML cells are recognized by the juxta- or super- 
position of one of the BCR and ABL signals (19). FISH analysis does not depend 
on the presence of the Ph chromosome and will detect rare BCR and ABL vari- 
ant fusions (19-22). The lineage of positive and negative cells can be deter- 
mined in combination with conventional May-Griinwald staining or 
immunocytochemistry (23,24). 

A limitation of the interphase FISH method is the background of a variant 
proportion of false positive cells, depending on the probe/detection system used 
(25,26). In practice, the limit of detection of CML cells is typically 1-5% and 
depends, in part, on which probes are used, the size of the nucleus, the precise 
position of the breakpoint within the ABL gene, and the criteria used to define 
colocalization (27). The advantage of FISH over conventional cytogenetics is 
the analysis of a larger number of nuclei, resulting in smaller sampling errors (28) . 
Therefore, FISH is applicable for quantification of residual disease in partial, 
minor, and nonresponders to IFN-a (29-31) as well as for determination of the 
BCR-ABL positivity of individual cell colonies (32) or the proportion of 
BCR-ABL-positive cells in small samples, such as highly enriched cell frac- 
tions (33). 

The sensitivity of interphase FISH can be considerably increased by intro- 
ducing a third probe that permits identification of both the Ph chromosome and 
the derivative 9 chromosome in Ph-positive cells, thus lowering the rate of 
false-positive cells (34), or by choosing breakpoint spanning probes that result 
in two fusion signals (35,36). 
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The development of a high-resolution quantitative procedure termed 
hypermetaphase FISH (HMF) should make it possible to distinguish different 
levels of Ph chromosome positivity at presentation. In HMF, FISH is coupled 
with procedures for increasing the number of bone marrow cells that can be 
analyzed (37-39). When readings can be obtained on 500 cells, one can reli- 
ably estimate parameters that characterize minimal residual disease (MRD). 
However, HMF evaluates only cycling cells and cannot count Ph-positive cells 
that do not enter division. 

1.2.3. Southern Blot Analysis 

Southern blotting exploits the fact that the breakpoint within the BCR gene 
generally falls in a very limited area, the 5 .8-kb major breakpoint cluster region 
(M-bcr) (9) (Fig. 2). Genomic DNA extracted from leukocytes from a patient 
is digested by a set of appropriate restriction enzymes (Bglll, Xbal, Hindlll, 
EcoRl, BamHl) (see Table 2), fractionated on an agarose gel, transferred to a 
nylon membrane, and hybridized to two labeled DNA probes derived from the 
3' and 5' portion of M-bcr (Fig. 3). After autoradiography, a band correspond- 
ing to the unrearranged BCR allele is visible; for patients with CML, one or 
two additional bands may also be present. Using this technique, a BCR rear- 
rangement is detectable in about 98% of Ph-positive patients and in a signifi- 
cant proportion of Ph-negative cases (40). For routine use, Bglll and Xbal are 
sufficient and are informative in almost all cases. 

Because there are rare restriction site polymorphisms in the M-bcr, the find- 
ing of a rearrangement with at least two restriction enzymes is generally con- 
sidered necessary to exclude a false positive result in any new patient (41,42). 
False negative results may arise because the rearranged band is too large, too 
small, or coincidentally exactly the same size as the normal allele, as a result of 
partial deletion of BCR sequences on the translocated allele (43) or of rare 
variants that have breakpoints outside the M-bcr (21,44,45). False positive or 
false negative results are, however, rare (40). 

Once a rearrangement is identified, it is almost always stable throughout the 
course of the disease. Therefore, Southern blot analysis allows quantification 
of the proportion of cells with BCR rearrangement compared to all cells inves- 
tigated. The proportion of CML cells is determined by twice the intensity of 
the rearranged band divided by the sum of the intensities of the rearranged plus 
germline bands (BCR ratio); each CML cell contributes signals from one nor- 
mal and one rearranged chromosome 22, whereas the normal cells contribute 
identical signals from two normal chromosomes (40,46) (Fig. 4). Subsequent 
samples from the patient after treatment are analyzed with the same restriction 
enzyme-probe combination to determine whether there has been a change in 
the proportion of malignant cells. The level of disease detected in contempora- 
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Fig. 2. Map of the exon-intron structure of ABL and BCR. Arrows indicate genomic 
break point cluster regions in the first intron of ABL and in introns 1, 13, 14, and 19 of 
BCR. The breakpoint cluster region in BCR intron 1 is designated minor-bcr (m-bcr), 
in introns 13 and 14, Major-bcr (M-bcr); and in intron 19, micro-bcr (u,-bcr). Rarely, 
breakpoints in BCR intron 6 have been described. 
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neous peripheral blood and bone marrow samples is essentially identical 
(46,47), and, therefore, peripheral blood is normally used for analysis. Quanti- 
tative Southern blot allows the detection and quantification of down to 1% 
leukemic cells (40,47). To evaluate the response to treatment, knowledge of 
the initial restriction pattern and intensity of the rearranged band is mandatory. 
Complete cytogenetic responses are associated with the disappearance of rear- 
ranged BCR bands in most cases (40,48,49). 

The BCR ratio is usually lower than the proportion of Ph-positive 
metaphases. The reason for this is that in Southern blotting analyses there are a 
large number of dividing and resting cells, including BCR-ABL-negative lym- 
phocytes, and cytogenetics analysis provides information on a small number of 
dividing myeloid cells (40,46). The main advantage of Southern blotting over 
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Fig. 3. Restriction enzymes, restriction fragments of the BCR germline allele, and 5' 
and 3' M-bcr probes designed to hybridize these fragments for Southern blot analysis. 
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Fig. 4. Southern blot analysis after BglW digest of genomic DNA labeled with 5' 
and 3' M-bcr probes and autoradiographed. Arrows indicate the germline band (G) and 
rearranged bands (R). 

cytogenetics is the independence from dividing cells, which permits the use of 
peripheral blood instead of bone marrow. 

The comparison of 235 blood and bone marrow samples analyzed by South- 
ern blot and conventional cytogenetics showed a rank correlation between both 
methods of r = 0.82 (p < 0.001). The BCR ratio was significantly different 
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among cytogenetically defined minor, partial, and complete response groups 
(p < 0.001). Empirically derived cutoff points in the BCR ratio were introduced 
in order to define molecular response groups: A BCR ratio of 0% was defined 
as a complete response; and ratios of 1-24, 25-50, and >50% were defined as 
partial, minor, and no molecular response, respectively. Using these cutoff 
points, a major cytogenetic response could be predicted or excluded in >90% 
of cases (40). 

1.2.4. Western Blot Analysis 

Western blotting can be used to detect BCR-ABL proteins directly in cell 
extracts qualitatively and quantitatively in both bone marrow and in peripheral 
blood. Leukocytes are lysed in the presence of potent protease inhibitors, frac- 
tionated on a polyacrylamide gel, transferred to a nylon membrane, and probed 
with an anti-ABL antibody. After washing, bound antibody is detected using a 
labeled secondary antibody. Blots are autoradiographed and a band correspond- 
ing to the normal pi 45 ABL is visualized; BCR-ABL, if present, is larger and 
therefore migrates more slowly. The limit of sensitivity is about 0.5-1%. The 
Western blot assay can distinguish the three major types of BCR-ABL proteins, 
pi 90, p210, and p230, and is able to detect rare types of BCR-ABL proteins, 
such as p200 (21). Using a quantitative Western blot assay, a linear correlation 
between BCR-ABL/ABL protein ratios and contemporaneous conventional 
cytogenetics has been described in 392 sample pairs (r=0.97;p< 0.001) (50,51). 

1.2.5. Reverse Transcriptase PCR 

In 1989, first encouraging results concerning the detection of MRD by PCR 
in CML patients after allogeneic bone marrow transplantation were reported 
(52). However, conflicting data from a comparative multicenter study revealed 
serious problems of the method with a high rate of false positive results and 
provoked an open discussion (53,54). Over the past 10 yr, PCR has been opti- 
mized and developed. Specificity has been increased considerably by the par- 
tial standardization of methodology and the introduction of rigorous 
precautions to avoid contamination (55). Sensitivity has been improved by 
using nested primer pairs and performing two consecutive PCR steps. In view 
of the limited value of qualitative PCR for monitoring CML patients after 
therapy, quantitative BCR-ABL PCR assays were developed to monitor 
patients after bone marrow transplantation (56,57) or treatment with IFN-a, 
and STI571 (58,59) and are now in routine clinical use. 

1 .2.5.1 . Screening for BCR-ABL mRNA Transcripts at Diagnosis 

For diagnostic samples, the use of multiplex PCR has been suggested to 
detect simultaneously several kinds of BCR-ABL and BCR transcripts as 
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Fig. 5. Primer mapping for multiplex RT-PCR for BCR- ABL and BCR transcripts 
as internal control. These primer combinations allow the simultaneous amplification 
of all known types of BCR- ABL and BCR transcripts in one reaction (60). 



internal controls in one reaction (60) by using three BCR and one ABL primers 
(Fig. 5). This method allows the reliable detection of typical BCR-ABL tran- 
scripts, such as b2a2 or b3a2, and atypical types, such as, transcripts lacking 
ABL exon a2 (b2a3 and b3a3), or transcripts resulting from BCR breakpoints 
outside M-bcr, such as ela2 or e6a2 (21,22,61) (Figs. 6-8). 

1.2.5.2. Detection of MRD: Nested RT-PCR 

The term "minimal residual disease" (MRD) refers to the presence of 
detectable malignant cells in patients who are in conventional remission. The 
aim of MRD analysis is to distinguish patients who have differing levels of 
residual leukemic cells and who may therefore benefit from either reduced or 
intensified treatment regimens. 

Since patients with leukemia at presentation or relapse usually have a total 
burden of >10 12 malignant cells (62), and since cytogenetics, Western blot, and 
conventional FISH have a maximum sensitivity of 1%, a patient with negative 
results may harbor as much or few as zero or as many as 10 10 residual leukemic 
cells. At this point, the patient is judged to be in clinical and hematologic 
remission, although the term remission refers only to an arbitrary point toward 
one end of leukemic cell numbers (63). 

RT-PCR for BCR-ABL mRNA is by far the most sensitive assay in this 
context and can detect a single leukemia cell in a background of 10 5 — 10 6 nor- 
mal cells. Therefore, PCR is up to four orders of magnitude more sensitive 
than conventional methods. However, patients who have no MRD detectable 
by this technique may still harbor up to 1,000,000 malignant cells that could 
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Fig. 6. Types of BCR-ABL fusion transcripts. Ninety-eight percent of patients show 
the typical b2a2 or b3a2 BCR-ABL fusion transcripts. Two percent of cases show rare 
transcripts resulting from genomic breakpoints outside M-bcr (ela2, e6a2, el9a2) or 
BCR-ABL transcripts lacking ABL exon a2 (b2a3 or b3a3). 
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Fig. 7. Multiplex RT-PCR for BCR-ABL transcripts and BCR transcripts as in- 
ternal control. 



contribute to subsequent relapse. The sensitivity with which MRD can be 
detected will be limited by the amount of peripheral blood or bone marrow that 
can be analyzed. 

By using nested RT-PCR with two pairs of ("nested") primers correspond- 
ing to appropriate BCR and ABL exons in two rounds of amplification, residual 
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Fig. 8. Schematic illustration of therapeutic response of CML patients on molecular 
level. Almost all IFN-treated patients remain RT-PCR positive, whereas the majority 
of patients after allogeneic BMT become RT-PCR negative. Healthy donors may be 
RT-PCR positive for BCR-ABL transcripts using an optimized, very sensitive PCR 
strategy. 



CML cells after treatment can be specifically detected with a sensitivity of up 
to 1 in 10 6 cells. This qualitative method has been used for the detection of 
MRD after bone marrow transplantation (BMT). A summary of 700 results 
from 15 centers (64) shows the following: 



1. 

2. 

3. 



4. 



The majority of patients is PCR positive in the first 6 mo after BMT. 
The graft vs leukemia effect leads to PCR negativity in two-thirds of patients. 
Persistent PCR negativity after 1 yr is a marker for good prognosis. 
PCR-positive patients more than 6 mo after BMT have a great risk of relapse; 
however, qualitative PCR cannot predict relapse in the individual patient 
(56,65,66). 

In the majority of cases after BMT, RT-PCR, and DNA-PCR (using patient-spe- 
cific primers), results are concordant; that is, that patients in remission do not 
generally harbor a substantial pool of CML cells that do not express BCR-ABL 
mRNA (67). 

Nested PCR is essentially useless in patients after IFN-a therapy, because 
almost all patients are repeatedly positive (68). 

By using an optimized RT-PCR method, BCR-ABL mRNA can be detected 
at a very low level of 1-10 transcripts/10 8 cells in normal individuals in an age- 
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dependent frequency (69,70). One interpretation of this finding could be that 
BCR-ABL, and probably several other fusion genes, is being formed continu- 
ously in mitotic cells in the normal bone marrow, but only the combination of 
the correct BCR-ABL fusion in the correct primitive hematopoietic progeni- 
tor has a selective advantage and becomes functional as an expanding clone 
(71) (Fig. 8). 

1.2.5.3. Quantitative PCR 

In view of the very limited value of qualitative PCR, several groups have 
developed quantitative PCR assays to estimate the amount of MRD in positive 
specimens. Most groups have initially used competitive PCR strategies that 
can effectively control for variations in amplification efficiency and reaction 
kinetics (56,58,72-74). 

In general, nested PCR is performed using serial dilutions of a BCR-ABL 
competitor construct added to the same volume of patients' cDNA. The equiva- 
lence point at which the competitor and sample band would be of equal inten- 
sity is determined by densitometry (56,59). To standardize results for both 
quality and quantity of blood, RNA, and cDNA, quantification of transcripts of 
normal housekeeping genes, such as ABL or glucose-6-phosphate dehydroge- 
nase (G6PD), has been employed. The standardized results are expressed as 
the ratios of BCR-ABL/ABL or BCR-ABL/G6PD in a percentage. The quanti- 
fication of the transcript level of control genes is of special importance if dif- 
ferent RNA qualities are expected, i.e., particularly when samples are mailed 
in multicenter trials (Fig. 9). 

In patients after BMT, rising or persistently high levels of BCR-ABL mRNA 
can be detected prior to cytogenetic or hematologic relapse. Of 69 patients 
with low or falling BCR-ABL transcripts, 3% relapsed compared with 79% in 
29 patients with high or rising BCR-ABL transcript levels (65,75). By con- 
trast, patients who remain in remission have low, stable, or falling BCR-ABL 
levels (56,57,75-77). 

Quantitative PCR is the method of choice to determine the best time point for 
therapeutic interventions in case of relapse after BMT. Quantitative PCR data 
have been used to determine the optimum time point to initiate donor lympho- 
cyte transfusions (78) and to monitor its response (79). The great majority of 
patients who respond to donor lymphocyte infusions achieve durable molecular 
remission (RT-PCR negativity) with a median follow-up of >2 yr (79). 

Quantitative RT-PCR for BCR-ABL has been shown to be a reliable method 
for monitoring residual leukemia load in mobilized peripheral blood stem cells, 
particularly in Ph-negative collections. Quantitative RT-PCR allows selection 
of the best available collections for reinfusion into patients after myeloablative 
therapy (autografting) (80). 
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Fig. 9. Quantitative competitive RT-PCR for BCR-ABL transcripts. Nested PCR is 
performed using serial diluations of a BCR-ABL competitor construct added to the 
same volume of patients' cDNA. The equivalence point at which patients and sample 
band would be of equal intensity is determined by densitometry. Total ABL transcripts 
are quantified to standardize the assay for different qualities of patients' blood, RNA, 
orcDNA(59). 



For 96 Ph-positive patients after IFN-a therapy, all were positive for BCR- 
ABL transcripts. The MRD in complete responders spanned a range over four 
orders of magnitude. The median ratios of complete, partial, minor, and 
nonresponders differed significantly (p < 0.0001). The results of nonresponders 
on IFN-a therapy and patients at diagnosis were not different (59,68). 

Cytogenetic response to IFN-a (complete, partial, minor/none) was com- 
pared to molecular response by introducing cutoff points for the BCR-ABL/ 
ABL ratio. Using optimum cutoff points of 2 and 14% (i.e., comparing a ratio 
up to 2% to complete cytogenetic responders, between 2 and 14% to partial 
responders, and >14% to minor and nonresponders), the concordance between 
the two methods was 82%, the x 2 test was highly significant (p < 0.001) (59). 

All 54 patients investigated who had achieved complete response (CR) to 
IFN-a treatment had molecular evidence of MRD during complete remission, 
although 3 patients were intermittently negative by RT-PCR. In general, BCR- 
ABL transcript numbers were inversely related to the duration of CR. The me- 
dian ratio of BCR-ABL to ABL at the time of maximal response for each patient 
was 0.045% (range 0-3.6%). During the period of observation, 14 patients 
relapsed, 1 1 cytogenetically to chronic phase disease, and 3 directly to blastic 
phase. The median ratio of BCR-ABL/ABL at maximal response was signifi- 
cantly higher in patients who relapsed than in those who remained in CR (0.49 
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vs 0.021%; p < 0.0001) (81). The findings show that the level of MRD falls 
with time in patients who maintain their cytogenetic response to IFN, but mo- 
lecular evidence of disease is rarely if ever eliminated. The RT-PCR analy- 
sis of colony-forming unit granulocyte macrophage colonies grown from bone 
marrow of eight complete cytogenetic responders demonstrated that residual 
disease resides in myeloid colony-forming cells, which may have the potential 
to repopulate the bone marrow and contribute to relapse (82). Therefore, it is 
unlikely that CML can be cured by IFN-a therapy. The actual level of MRD 
correlates with the probability of relapse. For patients who reach complete 
cytogenetic remission should be continued at least until relatively low levels of 
residual leukemia are achieved (81). 

In other series, the frequency of PCR negativity in complete cytogenetic 
responders is higher in a long-term follow-up using an RT-PCR strategy with a 
lower sensitivity (83). However, since the actual level of residual BCR-ABL 
transcripts is related to the probability of relapse, molecular monitoring may 
identify a subset of patients for whom treatment may be safely withdrawn (81) 
(Fig. 10). 

Rising levels of BCR-ABL mRNA in sequential samples from patients who 
are not in cytogenetic remission may precede disease progression (84). 

The low-level expression of el a2 BCR-ABL mRNA in patients with M-bcr- 
positive CML is a common finding (85). Whether increasing levels of ela2 
mRNA transcripts correlate to disease progression is still controversial (86). 

Recently, novel real-time PCR procedures have been developed that prom- 
ise to simplify existing protocols. Several procedures for quantification of 
BCR-ABL mRNA using the TaqMan™ system have been developed (87,88). 
The assay is based on the use of the 5' nuclease activity of Taq polymerase to 
cleave a nonextendable hybridization probe during the extension phase of PCR. 
The approach uses dual-labeled fluorogenic probes. One fluorescent dye serves 
as a reporter and its emission spectrum is quenched by the second fluorescent 
dye. The nuclease degradation of the probe releases the quenching, resulting in 
an increase in fluorescent emission. The fluorescence is monitored by a 
sequence detector in real time. C T (threshold cycle) values are calculated by 
determining the point at which the fluorescence exceeds a threshold limit. C T 
corresponds to the amount of target transcripts in the sample (89). 

An alternative real-time RT-PCR approach for detection and quantification 
of BCR-ABL fusion transcripts has been established using the new 
LightCycler™ technology (90,91), which combines rapid thermocycling with 
on-line fluorescence detection of PCR product formation as it occurs. Fluores- 
cence monitoring of PCR amplification is based on the concept of fluorescence 
resonance energy transfer between two adjacent hybridization probes carrying 
donor and acceptor fluorophores. Excitation of a donor fluorophore (fluores- 
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Fig. 10. Quantitative PCR analysis for the ratio to BCR-ABL/ABL in complete 
cytogenetic responders after allogeneic BMT and IFN therapy. Two-thirds of patients 
after allogeneic BMT are after 6 mo RT-PCR negative (56), whereas almost all patients 
after IFN therapy are persistently RT-PCR positive. Only 3 of 54 patients showed 
transient PCR negativity (81). 



cein) with an emission spectrum that overlaps the excitation spectrum of an 
acceptor fluorophore (e.g., LC Red640; Roche Diagnostics, Mannheim, Ger- 
many) results in nonradioactive energy transfer to the acceptor (Fig. 11). Once 
conditions are established, the amount of fluorescence resulting from the two 
probes is proportional to the amount of PCR product. Owing to amplification 
in glass capillaries with a low volume/surface ratio, PCR reaction times have 
been reduced to <30 min. 

A pair of probes was designed that is complementary to ABL exon 3, thus 
enabling detection of all known BCR-ABL variants and also normal ABL as an 
internal control (Fig. 12). Conditions were established to amplify less than 10 
target molecules/reaction, and to detect one CML cell in 10 5 cells from healthy 
donors and one K562 cell in 10 7 HL60 cells. To determine the utility of the 
assay, BCR-ABL and ABL transcripts in a series of 254 samples from 120 pa- 
tients with CML after therapy were quantified (Fig. 13). The level of MRD 
was expressed as the ratio of BCR-ABL/ABL. This ratio was compared to 
results obtained by three established methods from contemporaneous speci- 
mens. A highly significant correlation was seen among the BCR-ABL/ABL 
ratios determined by the LightCycler and (1) the BCR-ABL/ABL ratios 
obtained by nested competitive RT-PCR (n = 201 ; r = 0.90; p < 0.0001) (Fig. 14); 
(2) the proportion of Philadelphia chromosome positive metaphases determined 
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Fig. 11. Real-time fluorescence detection of PCR products during the amplification 
phase (real-time PCR). Fluorescence labeling can be performed by unspecific binding 
of an appropriate dye to double-stranded DNA (e.g., SYBR Green), by hybridization 
of TaqMan probes carrying quencher and reporter dyes that are cleaved during elon- 
gation, or by hybridization to a pair of probes labeled with a donor and a reporter dye 
with increased fluorescence in juxtaposition (LightCycler method). 
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Fig. 12. Schematic map of the amplification and detection of BCR-ABL and ABL 
transcripts. Specific primer pairs were used to amplify various types of BCR-ABL and 
ABL transcripts. The detection format was uniform using a pair of adjacent fluores- 
cent labeled hybridization probes to ABL exon 3 (92). 

by cytogenetics (n = 81; p < 0.0001), and (3) the BCR ratio determined by 
Southern blot analysis (n = 122; p < 0.0001) (92) (Fig. 15). 



Leukemia-Specific Rearrangements 



83 



OJ 



0) 

u 

E 
CD 
U 
(0 
d> 

o 



Noise band J 


10 6 


loyv**" ^/ 

Xy y 10 4 BCR-ABI_plasmid 
/ / / molecules 






x = 40,000 



20 21 22 23 24 25 26 27 28 29 30 31 32 33 34 35 36 37 



39 40 41 42 



Cycle number 

Fig. 13. Example of real-time PCR. Three standard dilutions of plasmid pGD210 
(b3a2 BCR ABL ) were compared with a patient' s sample of unknown BCR-ABL concen- 
tration. Each point represents the fluorescence intensity (F2/F1) measured after each 
PCR cycle. Plotting the cycle threshold of the unknown sample on the standard curve 
revealed that 40,000 BCR-ABL transcripts were present at the start of the reaction. 
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Fig. 14. Comparison of the quantification of the ratio of BCR-ABL/ABL with real- 
time PCR vs competitive PCR. In five samples positive with competitive PCR, no 
BCR-ABL transcripts were detected by real-time PCR. The ratios derived by both 
methods correlate with r = 0.90, p < 0.0001 (92). 
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Fig. 15. Ratios of BCR-ABL/ABL derived from real-time PCR according to con- 
temporaneous cytogenetic response. The ratios of BCR-ABL/ABL are significantly 
different among complete, partial, minor, and nonresponders (p < 0.0001) (92). 



Real-time PCR approaches with TaqMan or hybridization probes are reli- 
able and sensitive methods to monitor CML patients after therapy. The major 
advantages of the methodology are that amplification and product analysis are 
performed in the same reaction vessel, avoiding the risk of contamination, and 
that the results are standardized by the quantification of housekeeping genes. 

1.2.6. Other Methods 

Several alternative techniques have also been employed. They are mostly 
too cumbersome, inexact, or underdeveloped for routine assessment of residual 
leukemia. Some examples are as follows: 

1 . Chimerism analysis. This method distinguishes between genomic DNA or cells 
from different individuals and can be used in patients after allogeneic BMT to 
calculate the proportion of host to donor cells. Typically, PCR is used to amplify 
polymorphic markers (93-95). Chimerism analysis does not distinguish between 
malignant or normal cells and, therefore, cannot be used directly to detect residual 
leukemia. 

2. RNAse protection assays. These can be used to quantify levels of BCR-ABL 
mRNA (96,97). 

3. Pulsfield gel electrophoresis. This method enables resolution of much larger 
DNA fragments than is possible on standard gels. Combined with Southern blot- 
ting, it can be used to detect rearrangements outside the M-bcr and also within 
the ABL gene (98-100). 
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4. In situ PCR. This method used on single cells can specifically identify cells with 
BCR-ABL transcripts. Its results are concordant with those of karyotyping and 
RT-PCR. Because of its limited sensitivity and specificity, however, it appears to 
have limited value in the analysis of MRD (101). Positive cells are enumerated 
by low cytometry or fluorescent microscopy (102). 

Thus, there are a number of methods available to detect BCR-ABL rear- 
rangements/fusion products. Described herein is a protocol to quantify BCR- 
ABL transcripts using real time PCR with fluorescent hybridization probes. 

2. Materials 

2.1. RNA Extraction, cDNA Synthesis 

1. RNA extraction kit: RNeasy (Qiagen, Hilden, Germany) or High Pure (Roche 
Diagnostics,). 

2. RT-PCR kit including random hexamer primers and Molony murine leukemia 
virus (MMLV) RT. 

2.2. Quantitative Real-Time PCR 

1 . LightCycler instrument. 

2. Microcentrifuge. 

3. Vortex. 

4. LightCycler-DNA Master Hybridization Probes (Roche Molecular Biochemicals, 
Mannheim, Germany). 

5. dNTPplus (dATP, dUTP, dGTP, dCTP) (Roche Molecular Biochemicals). 

6. Heat-labile uracil DNA glycosylase (UDG) (Roche Molecular Biochemicals). 

7. Amplification primers (MWG, Ebersberg, Germany). 

8. Hybridization probes (TIB MOLBIOL, Berlin, Germany). 

3. Methods 

3.1. RNA Extraction, cDNA Synthesis 

1. Extract total leukocyte RNA from 10-20 mL of peripheral blood (PB) and/or 
from 1 to 5 mL of bone marrow (BM) aspirate after lysis of red blood cells (103). 

2. Process the samples as soon as possible after aspiration, although some may spend 
1-3 d in transit. 

3. Perform RNA extraction by CsCl gradient centrifugation (103) or by commer- 
cially available extraction kits. 

4. Reverse-transcribe RNA using random hexamer priming and MMLV RT as 
described (103). 

5. Store the cDNA samples at -20°C. 

3.2. Quantitative Real-Time PCR 

1 . Perform PCR using 2 jxL of master mix ([LightCycler™ DNA Master Hybridiza- 
tion Probes; Roche Diagnostics] containing buffer, dATP, dCTP, dGTP, dUTP, 
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Table 3 

Oligonucleotides Used in Real-Time PCR Assay for BCR-ABL Transcripts 



Primers 



Sequence" 



Mapping 



B2A 

A2N 

PE1+ 

NA4- 

Hybridization probes 

a3-3'HP 

a3-5'HP 



5' TTCAGAAGCTTCTCCCTGACAT BCR exon b2 (54) 

5' CCCAACCTTTTCGTTGCACTGT ABL exon 2 (103) 

5' CAGATCTGGCCCAACGATGG BCR exon el (92) 

5' CGGCTCTCGGAGGAGACGTAGA ABL exon 4 (104) 

5' LC Red 640-AATGGGGAATGGTGTGAAGCCCAAA-P ABL exon 3 (92) 

5' TGAAAAGCTCCGGGTCTTAGGCTATAATCA-F ABL exon 3 (92) 



"F, fluorescein; P, phosphate; LC Red 640, LightCycler fluorescence dye 640. 



5. 



and Taq polymerase), 4 mMMgCl 2 0.25 u,Mof each 3' and 5' fluorescent hybrid- 
ization probes (TIB MolBiol, Berlin, Germany), 0.5 \iM of each 3' and 5' oligo- 
nucleotide primer (highly purified salt-free grade; MWG) (Table 3), 1 U of 
heat-labile UDG (Roche Diagnostics), 2 jxL of cDNA, and water to a final vol- 
ume of 20 uU. 

Prior to amplification, incubate the mixes for 5 min at room temperature to allow 
degradation of specific contaminating PCR products from previous amplifica- 
tions by UDG. To improve reliability of the assay, prepare master mixes for 35 
samples (Table 4). 

Deactivate heat-labile UDG by an initial denaturation step of 1 min at 95°C. 
Amplify in a three-step cycle procedure (denaturation at 95°C, 1 s, ramp rate 
20°C/s; annealing at 64°C, 10s, ramp rate 20°C/s; and extension at 72°C, 26 s, 
ramp rate 2°C/s) for 45 cycles (Table 5). The following primers were used for 
amplification: b2a2, b3a2, b2a3, or b3a3 BCR-ABL, primers B2A and NA4-; ela2 
BCR-ABL, primers PE1+ and NA4-; ABL, primers A2N and NA4- (Fig. 12, 
Table 3). 

Perform amplification, fluorescence detection, and postprocessing calculations 
using the LightCycler apparatus (Roche Diagnostics). 



5' Hybridization probes are labeled with fluorescein, 3' probes with LC 
Red640. Fluorescence is measured after each annealing step and expressed as 
the ratio between fluorescence at 640 nm (designated F2) and at 530 nm (back- 
ground, designated Fl). 

The fluorescence signal is plotted against the cycle number for all samples 
and external standards. These standards consist of serial dilutions (10 1 — 10 7 
molecules per reaction) of plasmids pGD210 (b3a2 BCRABL ) and pB190 
(ela2 BCRABL ). Initially, the crossover point is determined for each standard 
dilution, i.e., the point at which the signal rose above the background level. 
The higher the initial number of starting molecules, the earlier the signal 
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Table 4 

Reaction Mix for BCR-ABL, ABL, and G6PD Transcript Quantification* 





Stock 


Final 


Volume (35 


Volume (n 




concentration 


concentration 


samples) (u,L) 


samples) (u,L) 


LightCycler DNA 






70 


(n + 1) x 2 


Master 










Hybridization 










Probes 










MgCl 2 


25 mM 


3mM 


84 


(n + 1) x 2.4 


3' and 5' 


lOixM 


0.25 ixM 


17.5 


(n + 1) x 0.5 


fluorescent 










hybridization 










probe mix 










3' oligonucleotide 


100 ixM 


0.5 [iM 


3.5 


(n + l)x0.1 


primer 










5' oligonucleotide 


100 \iM 


0.5 [iM 


3.5 


(n + l)x0.1 


primer 










Uracil DNA 


lU/fiL 


1 U 


35 


(n+ l)x 1 


glycosylase 










cDNA 






70 


(n + 1) x 2 


dH 2 






416.5 


(n+ l)x 11.9 


Total volume 






700 


(n + 1) x 20 



"Mix for 35 samples. 

Table 5 

Temperature Profile of the PCR Cycles 



Parameter 



Value 



Cycles 

Temperature target Segment 

Target temperature (°C) 95 

Incubation time (s) 1 

Temperatur transition rate (°C/s) 20 

Acquisition mode None 



45 

1 Segment 2 Segment 3 

64 72 

10 26 

20 2 

None Single 



appears above the background (Fig. 13). A standard curve for each run is con- 
structed by plotting the crossover point against the log (number of standard mol- 
ecules). The number of target molecules in each sample is then calculated 
automatically by reference to this curve. Results were expressed initially as the 
number of target molecules/2 \iL of cDNA. Normalized levels of disease are 
calculated as the ratios (expressed as percentage) between BCR-ABL and ABL 
transcripts in 2 \ih of cDNA. 
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3.3. Conclusion 

Quantitative data on MRD may be achieved by various methods. However, 
no standard technique is used. Interlaboratory reproducibility needs a stan- 
dardization of the method and of the interpretation of the results. The efficiency 
of this technology needs to be confirmed in large clinical trials. Recommenda- 
tions of the European Investigators on CML group for the clinical use of quan- 
titative PCR monitoring in CML have been published (105). The new real-time 
RT-PCR procedures promise to greatly simplify the cumbersome protocols that 
are currently in use. They also offer a unique opportunity to standardize the 
assay and to develop rigorous standards and controls. Quantitative real-time 
PCR soon will become a routine and robust basis for clinical decision making 
in leukemias with specific molecular markers. 
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Detection of t(2;5)(p23;q35) Translocation 
by Long-Range PCR of Genomic DNA 

Yunfang Jiang, L. Jeffrey Medeiros, and Andreas H. Sarris 



1. Introduction 

Many types of human leukemias and lymphomas are associated with spe- 
cific chromosomal translocations that correlate with specific histologic and 
immunologic phenotypes (1). Anaplastic large-cell lymphoma (ALCL) of 
T-cell or null-cell lineage is a clinically aggressive non-Hogkins lymphoma of 
which a large subset of cases carry the t(2;5)(p23;q35) translocation. Molecu- 
lar cloning of the breakpoints has revealed that this translocation fuses the 
nucleophosmin (NPM) gene on chromosome 5q35 with a protein kinase gene 
(anaplastic lymphoma kinase [ALK]) on chromosome 2p23. This results in 
the formation of a fusion protein with the N-terminal sequence derived from 
the NPM gene and the C-terminal cytoplasmic sequences from the ALK gene, 
including the consensus protein tyrosine kinase residues (2). Studies of the 
t(2;5) in ALCL using restriction fragment length analysis demonstrated clus- 
tering of the breakpoints. More detailed analysis revealed that the translocation 
occurs on variable locations in both chromosomes. These are located within the 
same introns of both genes in essentially all patients (3). Consequently, the trans- 
location does not alter the reading frames of both derivative chromosomes, and 
the fusion mRNAs and proteins are identical in most translocations. 

Reverse transcriptase polymerase chain reaction (RT-PCR) has detected the 
NPM-ALK translocation in up to 50% of ALCL cases. A long-range genomic 
PCR assay (3) has been developed that utilizes genomic DNAs as templates, 5'- 
primers derived from the NPM gene, and 3 '-primers derived from the ALK gene. 
There are two advantages of this PCR assay over RT-PCR. First, long-range 
genomic PCR generates unique amplicons for each patient, in contrast to RT-PCR, 
which generates identical amplicons for NPM-ALK fusion transcripts (4). Thus, 
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RT-PCR cannot exclude false positive reactions arising from sample cross-con- 
tamination. Second, long-range genomic PCR allows one to avoid extra glass- 
ware, reagents, and procedures necessary for the preparation of RNA. 

The long-range PCR of genomic DNA to detect t(2;5) uses several strate- 
gies: first, a nested technique with two sets of NPM and ALK primers; second, 
a pair of (3-globin primers to amplify a 3016-bp fragment of the (3-globin gene 
to verify the presence of large-size amplifiable DNA; third, Southern blot 
hybridization with a radioactive-labeled NPM-ALK junction probe to verify 
the specificity of PCR products; fourth, DNA sequencing to confirm the differ- 
ence in size between amplicons and the uniqueness of their breakpoint 
sequences. From our studies on primary ALCL tumors and t(2;5)-positive cell 
lines derived from tumor tissues (5-9), we have demostrated that the long- 
range genomic PCR generates NPM-ALK amplicons varying from a few hun- 
dred base pairs to more than 2000 bp that are unique to each patient and each 
cell line. The sensitivity of the method has been determined by a serial dilution 
(10 _1 -10~ 5 ) of t(2;5)-positive cell line DNA into normal genomic DNA followed 
by nested PCR plus Southern hybridization. From our observation, 100% or 20% 
positive signals were generated in the dilutions of 10^* (6-8 genomes/reaction) 
or 10~ 5 (0.6-0.8 genomes/reaction), and Southern signal is at least 10-fold stron- 
ger than that of ethidium bromide staining. Direct DNA sequencing has mapped 
the breakpoints in unique positive t(2;5) cell lines and patients (9). 

2. Materials 

2. 1. Computer Resources 

A computer with an Internet connection running World Wide Web soft- 
ware, such as Netscape or Internet Explorer, is necessary for sequence blast 
and primer design. 

2.2. Cells and Patient Samples 

1. SUP-M2, SU-DHL-1, and UCONN-L2 carrying the t(2;5)(p23;q35) transloca- 
tion were used as positive controls and were obtained from Dr. Stephen Morris at 
St. Jude Children's Research Hospital (2,10,11). 

2. Human DNA obtained from nonneoplastic tissue was used as a negative control 
and was used to serially dilute the t(2;5) cell line DNA in order to keep the amount 
of total DNA at 0.5 jig in every reaction. 

3. Fresh or frozen samples of ALCL tumors for DNA extraction from M. D. Ander- 
son Cancer Center. 

2.3. Preparation of Genomic DNA, PCR Reagents, and Equipment 

1. Primers (see Note 1): Two pairs of specific primers are used for detection of the 
NPM-ALK fusion: the 5'-end primers (outer and inner) derived from the NPM 
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Table 1 

Oligonucleotide Primers Used in Amplification of Genomic DNA 

and Southern Blots (see Note 2) 



Name 



Sequence 



Locus 



Ref. 



NPM-A 


5' 


ALK-A 


5' 


NPM-B 


5 


ALK-B 


5 


5'-Globin 


5 


3'-Globin 


5 


NPM probe 


5 


ALK probe 


5 



■TCC CTT GGG GGC TTT GAA ATA AC A CC-3' 
■CGA GGT GCG GAG CTT GCT CAG C-3' 
-ACC AGT GGT CTT AAG GTT GA-3' 
-TTG TAC TCA GGG CTC TGC A-3' 
-GAA GAG CCA AGG ACA GGT AC-3' 
-GTT TGA TGT AGC CTC ACT TC-3' 
-AGT GTG GTT CAG GGC CAG TG-3' 
-GCT CCA TCT GCA TGG CTT GC-3' 



NPM (outer) 


(2) 


ALK (outer) 


(2) 


NPM (inner) 


(3) 


ALK (inner) 


(3) 


P-Globin 


(5) 


P-Globin 


(5) 


NPM 




ALK 





2. 



3. 



5. 
6. 

7. 



gene and the 3'-end primers (outer and inner) from the ALK gene (3) (see Table 1). 
The primers from the (3-globin locus are used in separate tubes as a control for the 
presence of adequate DNA. NPM or ALK probe is labeled with radioactive P 32 
and is used in Southern blot hybridization. 

Wizard genomic DNA purification kit for genomic DNA extraction (Promega, 
Madison, WI). 

PCR tubes (0.5-mL thin-walled) (Perkin-Elmer Applied Biosystems, Foster 
City, CA). 

AmpliTaq DNA polymerase, 10X PCR buffer (10 mM Tris-HCl, pH 8.3, 50 mM 
KC1), 25 mM magnesium, 10 mM of each dNTP (Perkin-Elmer). Store at -20°C. 
Spectrophotometer for DNA quantitation (Beckman, Fullerton, CA). 
Model 392 Applied Biosystems DNA/RNA Synthesizer for synthesis of all oli- 
gonucleotide primers synthesis (Perkin-Elmer). Primers are stored at -20°C. 
9600 Thermal cycler (Perkin-Elmer). 

Model 373A automated DNA sequencer, Amplitaq cycle sequencing kit, and 
fluorescence-labeled dideoxy termination (Perkin-Elmer). 



2.4. Gel Electrophoresis 

1. Agarose, ultrapure (Life Technologies, Gaithersburg, MD). 

2. 50X TAE buffer: 40 mM Tris-acetate, 1 mM EDTA (Fisher, Pittsburgh, PA). 

3. 10X DNA loading buffer: 20% Ficoll-400, 100 mM EDTA (pH 8.0), 1% sodium 
dodecyl sulfate (SDS), 0.25% bromophenol blue, and 0.25% xylene cyanol. 

4. /faelll-digested (j)X174 DNA molecular weight markers (Life Technologies). 

2.5. Radioactive Southern Blots 



1. 2.5 M HC1: stock solution. 

2. AM NaOH: stock solution. 

3. 20X SSPE buffer: 150 mMNaCl, 
may be purchased (Fisher). 



10 mM NaH 2 P0 4 , 1 mM EDTA, pH 7.4. This 
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4. 10% (w/v) SDS (ultrapure) (Life Technologies): stock solution. 

5. Sonicated salmon sperm DNA (10 mg/mL) (Life Technologies). 

6. 50X Denhardt's solution: 2% (w/v) bovine serum albumin, 2% (w/v) Ficoll™, 
2% (w/v) polyvinylpyrrolidone: stock solution. 

7. Hybridization solution: 5X SSPE, 5X Denhardt's solution, 0.5% SDS, and 50 ng/mL 
sonicated salmon sperm DNA. 

8. [y- 32 P]ATP (10 uCi/^L, 3000 Ci/mM) (Amersham Pharmacia Biotech, 
Piscataway, NJ). 

9. T4 polynucleotide kinase (Life Technologies). 

10. Hybond-N+ membrane (Amersham Pharmacia Biotech). 

1 1 . Whatman 3MM filter paper (Fisher). 

12. Glass hybridization tubes (Fisher). 

13. Rolling bottle hybridization oven (Fisher). 

14. Saran Wrap (Fisher). 

15. X-Ray film (X-OMAT™AR) (Eastman Kodak, Rochester, NY). 

16. Film cassette (Eastman Kodak). 

3. Methods 

3. 1. DNA Preparation 

1. Genomic DNAs from human tissue or peripheral blood or bone marrow are 
extracted by using genomic DNA purification kit (see Note 3). 

2. Quantitate genomic DNAs with a spectophotometer at 260 nm (1 A 2 ^q unit of 
double-stranded DNA = 50 ng/mL). 

3. Dilute each concentrated DNA template to a final working concentration of 
0.1 u.g/uL. We assume that 1 ^g of DNA = 120,000-160,000 cells (5). 

3.2. Serial Dilution of t(2;5) Cell Line DNA 

Normal human genomic DNA is extracted from peripheral blood mono- 
nuclear cells of normal donors. The t(2;5) translocation in normal DNA is not 
detectable by long-range PCR (7). Genomic DNA from the t(2;5)-positive cell 
line (SUP-M2) is diluted into normal genomic DNA in a range of 10 _I -10" 5 , 
and a constant amount of 0.5 \ig of total DNA is used for PCR amplification to 
determine the sensitivity of the method. 

3.3. Long-Range Genomic DNA PCR 

The long-range genomic DNA PCR takes place in two rounds to ensure 
maximum yield of specific and full-length fragments (see Note 4). In each 
round of reaction, blank PCR reactions without the addition of DNA templates, 
negative human DNA obtained from nonneoplastic tissue, DNA from 
t(2;5)(p23;q35)-positive cell lines, and a separate control tube for DNA integ- 
rity ((3-globin, see Note 5) are simultaneously run to exclude cross-contamina- 
tion and the presence of amplifiable long templates. 
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3.3.1. First- Round PCR 

The outer NPM-A and ALK-A primers (see Note 6) are used in the first- 
round PCR. 

1. Make a set of 0.5-mL thin-walled PCR tubes with first-round PCR date and num- 
bers (see Note 7). 

2. Carry out the PCR reaction in a final volume of 50 u,L containing 0.5 u,g of 
genomic DNA, IX PCR buffer, 1 .5 mM MgCl 2 , 250 \nM dNTP, and 50 ng of each 
primer. 

3. Transfer the reaction tubes to the thermal cycler preheated to 80°C and incubate 
for 5 min (see Note 8). 

4. Add in each tube 1 .5 U of AmpliTaq DNA polymerase (see Note 9) and mix well. 

5. After hot starting with the enzyme, run the continuous cycling as follows: 92°C 
for 1 min; 35 cycles of 92°C for 40 s, 64°C for 1 min, and 72°C for 4 min; 72°C 
for 10 min. 

6. Once PCR is completed, store the PCR products at 4°C 

3.3.2. Second-Round PCR 

The inner NPM-B and ALK-B primers are used for amplification in the sec- 
ond round of PCR (nested PCR) as follows: 

1 . Make a set of 0.5-mL thin-walled PCR tubes with the nested PCR date and num- 
bers that correspond to the numbers of first-round PCR. 

2. Carry out the PCR reaction in a final volume of 50 u,L containing 1 u,L of initial PCR 
product, 1 X PCR buffer, 1 .5 mM MgCl 2 , 250 \iM dNTP, and 50 ng of each primer. 

3. Transfer the reaction tubes to a thermal cycler preheated to 80°C and incubate 
for 5 min. 

4. Add in each tube 1 .5 U of AmpliTaq DNA polymerase and mix well. 

5. Run the nested PCR cycling as follows: 92°C for 1 min; 20 cycles of 92°C for 40 s, 
54°C for 1 min, 72°C for 3 min; 72°C for 10 min. 

6. Store the PCR products at 4°C for further analysis. 

3.4. Exclusion of Artifacts 

To exclude the possibilities of false annealing of primers or cross-contami- 
nation, gel electrophoresis and Southern blot hybridization are performed as 
follows: 

3.4.1. Gel Electrophoresis 

Eighteen microliters of amplified PCR products, including positive and 
negative cell lines, (3-globin, and ALCL DNA-amplified products, as well as 
0.5 pg of 7/aeIII-digested (f)X174 DNA marker are size-fractionated on 0.8% 
TAE-agarose gel containing 0. 1 pg/mL of ethidium bromide and photographed 
under ultraviolet (UV) light. 
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3.4.2. Radioactive Southern Blot Hybridization (see Note 10) 

3.4.2.1 . DNA Transfer to Membrane 

1. After photography, incubate the gel in 0.25 M HC1 for 10 min, and then briefly 
rinse in distilled water. 

2. Denature the gel with 0.4 M NaOH for 15 min, and transfer directly with the 
same solution onto a Hybond-N+ membrane overnight. 

3. Neutralize the membrane in 6X SSPE for 5 min, and then air-dry. 

3.4.2.2. Probe Labeling (see Note 11) 

1 . Carry out the labeling reaction in a total volume of 25 \iL of containing 5 pmol of 
oligonucleotide, IX forward reaction buffer, 10 U T4 polynucleotide kinase, and 
25 nCi [y- 32 P]ATP. 

2. Incubate the mixture at 37°C for 30 min. 

3. Stop the reaction by heating at 65°C for 10 min. 

3.4.2.3. DNA Hybridization 

Prehybridization, hybridization, and washes are performed in glass tubes in 
a rolling bottle hybridization oven. 

1. Prehybridize the membrane in 10 mL of hybridization solution at 42°C for at 
least 1 h. 

2. Pour off the prehybridization solution, add T4 kinase-labeled NPM-ALK junc- 
tion probe into 5 mL of fresh hybridization solution, mix well, and hybridize the 
membrane at 42°C overnight. 

3. Following hybridization, wash the membrane two times in 2X SSPE, 0.1% SDS 
at 37°C for 10 min. 

4. Replace the solution with 0.1 X SSPE, 0.1% SDS for 10 minx 2 at room temperature. 

5. Air-dry the membranes, wrap in plastic wrap, place in a film cassette with an 
intensifying screen, and expose to an X-ray film (see Note 12) at -70°C for 
30 min or longer for optimal signals. 

3.4.3. DNA Sequencing 

Positive PCR amplicons can be directly sequenced for determination of 
breakpoints by using the amplification primers (see Note 13) with an auto- 
mated DNA sequencer. 

4. Notes 

1 . Several Web-based softwares are available for primer design, such as Oligo analyzer 
2.0 from Integrated DNA Technologies (www.idtdna.com), PrimerExpress 1.0 from 
Perkin-Elmer (www.appliedbiosystems.com), Primer3 (www.genome.wi.mit.edu). 

2. Error correction: Primer names and sequences fir ALK-S (5'-ACC AGT GTT 
CTT AAG GTT GA-3', ALK) and NPM-B (5-CGA GGT GCG GAG CTT GCT 
CAG C-3', NPM) are switched owing to typographical errors in the publications 
of Sarris et al. (5,6). They have been corrected in this chapter (Table 1). 
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3. For DNA extraction from fresh tumors, it is recommended that the tissue be kept 
on ice between the time of excision and the time of extraction. Since ALCL often 
involves the lymph node sinuses only focally, the extraction should use as much 
tissue as possible. 

4. Watch closely for cross-contamination: sample to sample or PCR product to tem- 
plate, or PCR product to reagents or template to reagents. Physically separate the 
individual parts of the DNA extraction from the pre-PCR preparation, and from 
the post-PCR analysis. Also separate the PCR area from the molecular cloning 
area. Use UV light in all types of contamination. Always include blank and nega- 
tive controls alongside each set of PCR reactions. 

5. (3-globin primers have been introduced into long-range genomic DNA PCR as a 
size control for DNA templates tested in separate reaction tubes. They can also 
serve as internal control for template quality and quantity in the same reaction 
tube with the NPM and ALK primers (multiplex PCR) to exclude false negatives 
owing to reaction failure in a particular tube. However, as more primer pairs are 
included, additional adjustments of the PCR conditions are needed. For example, primer 
positions, primer sequences, primer concentrations, relative size of the amplicons, and 
reaction kinetics need to be adjusted to maintain maximum sensitivity. 

6. Basic purification with desalting for primers, which removes organic salts, 
residual synthesis reagents, and very short oligonucleotide truncation products, 
is sufficient for routine PCR. However, simple desalting does not remove all 
impurities. Some amount of truncated oligonucleotides is always present, and the 
relative proportion of undesired truncated material increases as oligonucleotide 
length increases. It is recommended that for oligonucleotides >40 bases in length 
be further purified. Methods to accomplish this include denaturing acrylamide/ 
urea gels (polyacrylamide gel electrophoresis), or high-performance liquid chro- 
matography purification. For maximum sensitivity, we recommend that all prim- 
ers be purified. 

7. Make a master mixture for PCR reagents to avoid tube-to-tube variation. To avoid 
cross-contamination, add the master mix first and then the templates into reac- 
tion tubes in the following order: blank, negative controls, patient samples, to 
positive controls. For sensitivity assays, the order of adding templates should be 
from lower to higher concentrations. 

8. An alternative hot-start method is suggested to simplify PCR preparation. Taq 
enzyme can be added into a master mixture at the beginning, prepare all reactions 
on ice ready to run. Preheat the themal cycler to 90°C and hold, then load the 
reaction tubes, and start the PCR cycles. This technique can reduce nonspecific 
amplification and avoid variation of the amount of Taq added to each reaction 
tube. The use of a master mixture can save time in the preparation of a large 
number of PCR reactions. 

9. In our experiments, AmpliTaq DNA polymerase is sufficient to amplify frag- 
ments as large as 2.5 kb. For longer templates, other enzymes are available, such 
as rthDNA polymerase, XL (Perkin-Elmer) or Expand Long Template PCR sys- 
tem (Boehringer Mannheim). 
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10. Alternatively, one can use the nonradioactive Southern analysis system, the Gene 
Images AlkPhos generation and detection system (Amersham Pharmacia Biotech) 
with high sensitivity (10~ 5 jxg of DNA; Jiang, Y. F., personal communication) 
and specificity. The use of this system will avoid the need of a special area and 
conditions for radioactive labeling and detection. 

11. The M>M-ALtf junction probe (5'-AGC ACT TAG TAG TGT ACC GCC GGA-3') 
used initially by us (5) for Southern blot hybridization was designed for detection 
of fusion transcripts after RT-PCR and contains coding sequences from both 
NPM and ALK loci. However, it may not be optimal for detection of all genomic 
fusion amplicons because the translocation point is in a noncoding region of both 
genes (3). New NPM and ALK probes have been designed and are given in this 
chapter to detect genomic DNA PCR products. Their sequences are located down- 
stream of NPM-B and ALK-B, respectively, and are designated as NPM and ALK 
probes, respectively (Table 1). 

12. An alternative to traditional autoradiography with X-ray film is Gel Doc 2000 
Gel Documentation System (Bio-Rad, Hercules, CA). This system uses a CCD 
camera to capture and store images electronically. These data subsequently can 
be handed with image analysis software, such as Adobe Photoshop#5.5 (Adobe 
Systems, San Jose, CA) to prepare figures for publication and presentation. 

13. The PCR amplification primers can be used as sequencing primers. For longer 
amplicons (>800 bp), additional internal primers can be designed on the basis of 
the deduced sequences. 
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Use of DNA Fingerprinting to Detect Genetic 
Rearrangements in Human Cancer 
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1. Introduction 

The polymerase chain reaction (PCR) has revolutionized the isolation and 
analysis of nucleic acid fragments from a wide variety of sources. PCR-based 
methods for nucleic acid detection and fingerprinting have become vital to 
modern molecular genetics, whether for the analysis of populations of organ- 
isms to determine population structure of an ecosystem, sampling a set of DNA 
sequences to infer evolutionary history, sampling genetic loci to build a map, 
or sampling differentially expressed genes to identify phenotypic markers. PCR 
can be used to generate high resolution genetic maps of human and compara- 
tive genomes. Compared with Southern blot analysis, which detects restriction 
fragment length polymorphisms (RFLPs) and hypervariable minisatellite loci, 
PCR is faster, less labor-intensive, less expensive, and requires relatively small 
amounts of DNA. Additionally, PCR may be a more practical approach for 
large-scale mapping projects. 

The classic approach to DNA fingerprinting utilizes variable number tan- 
dem repeat (VNTR) polymorphism in which alleles differ by a variable num- 
ber of tandem repeats. Although the term VNTR could, in theory, encompass a 
wide range of repeat lengths, in practice the term is usually reserved for mod- 
erately large arrays of a repeat unit that is typically in the 5- to 64-bp region. If 
the VNTR locus is a member of a repeated DNA family, the use of a VNTR 
probe will produce a complex polymorphic band pattern on hybridization. The 
hybridizing bands appear on the filter as a ladder of bands, referred to as the 
DNA fingerprint, which visually resembles the bar-codes used by stores to iden- 
tify and price merchandise. 
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1.1. Arbitrarily Primed PCR 

The arbitrary primer-based DNA amplification technique recently has been 
proposed as an alternative targeting tool for genetic typing and mapping. This 
strategy uses randomly generated primers to initiate amplification of discrete 
but arbitrary portions of the genome. It has been called by a plethora of terms 
such as random amplified polymorphic DNA (1), DNA amplification finger- 
printing (2), multiple arbitrarily amplicon profiling (3), and arbitrarily primed 
PCR (AP-PCR) (4). 

AP-PCR is one of the fingerprinting techniques described by Welsh and 
McClelland in 1990 (4). It was originally used to distinguish strains of Staphy- 
lococcus sp. and Streptococcus sp. by comparing polymorphisms in AP-PCR 
genomic fingerprints using PCR-length primers (18-32 nucleotides). This tech- 
nique is a modification of PCR, a method that is widely used to copy sections 
of DNA for identifying gene structure or matching tissue specimens. PCR con- 
ventionally uses two primers whose complementary sequences flank the 
desired sequence to amplify a region of DNA. The primers usually have spe- 
cific nucleotide sequences that bind to previously identified segments of DNA. 
They bind to specific sites on opposing strands of the double-stranded DNA 
and, with successive cycles of PCR, make millions of copies of the intervening 
stretch of DNA. Normally, the primers are annealed to the template DNA at 
relatively high stringency. High stringency during the primer-annealing step 
ensures that the primers do not interact with the template DNA at positions 
where they do not match completely. 

By contrast, AP-PCR allows the detection of polymorphisms without prior 
knowledge of nucleotide sequence. It is based on the selective amplification of 
genomic sequences that, by chance, are flanked by adequate matches to an 
arbitrarily chosen primer. The method utilizes short primers of arbitrary nucle- 
otide sequence (10-20 bases) that are annealed in the first few cycles of PCR at 
low stringency. The low stringency of the early cycles ensures the generation 
of products by allowing priming with fortuitous matches or near matches 
between primers and template. This approach results in a high number of prod- 
ucts having the original primer sequence at both ends. After a few low-strin- 
gency cycles, the annealing temperature is raised and the reaction is allowed to 
continue under standard, high-stringency PCR conditions. This step will 
amplify a discrete number of sequences among those initially targeted and per- 
mits the unbiased analysis of the cell genome. Alternatively, an intermediate 
stringency primer-annealing step may be used throughout the PCR to achieve 
the same outcome. AP-PCR products are resolved on polyacrylamide gels and 
detected by autoradiography. If two template genomic DNA sequences are dif- 
ferent, their AP-PCR products display different banding patterns. Such differ- 
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ences can be exploited in ways largely analogous to the uses of RFLP, includ- 
ing genetic mapping, taxonomy, phylogenetics, and the detection of mutations. 
AP-PCR has three advantages when compared with classic DNA finger- 
printing. First, minor amounts of template DNA are sufficient for analysis (50 ng 
of genomic DNA for AP-PCR vs 5-10 jag for Southern blotting). Second, 
somatic mutations detected in tumor fingerprints can, by chance, directly reflect 
a mutation in a coding sequence. Third, the possibility of reamplification, clon- 
ing, and sequencing of polymorphic bands enables the rapid identification of 
the sequences probably linked to tumor progression. 

1.2. The Applications of AP-PCR 

Because no laborious cloning, nucleotide sequencing, or Southern blot 
hybridization is required, AP-PCR permits the rapid and cost-effective detec- 
tion of polymorphisms and genetic markers in a variety of plants and animals. 
The most frequent use of AP-PCR has been for the detection of dominant poly- 
morphic markers in genetic mapping experiments (1). Welsh and McClelland 
(5) applied the technique of AP-PCR to genetic mapping in the mouse. They 
noted that AP-PCR is, in many respects, dramatically easier and faster than 
established methods for genetic mapping. Polymorphisms detected by AP-PCR 
also can be used as taxonomic markers in population studies of a wide variety 
of organisms (6). It has been applied extensively in plant breeding studies and 
in the differentiation of the strains of microorganisms (7). DNA fingerprinting 
of different strains has shown polymorphic sequences that can be used to iden- 
tify the different genomes. 

The reproducible and semiquantitative amplification of multiple sequences 
provides a powerful tool to study somatic genetic alterations in tumorigenesis. 
Peinado et al. (8) showed the ability of AP-PCR to detect both qualitatively 
and quantitatively and to isolate, in a single step, DNA sequences representing 
two of the genetic alterations that underlie the aneuploidy of colorectal cancer 
cells: losses of heterozygosity and chromosomal gains. Moreover, they con- 
firmed that AP-PCR could yield information on the overall chromosomal com- 
position of the cell. The intensities of the bands derived from single-copy 
sequences were proportional to the concentration of the target sequences. The 
outstanding result using AP-PCR fingerprinting in the field of cancer research 
was the discovery of the microsatellite mutator phenotype mechanism for car- 
cinogenesis in sporadic and hereditary colon cancers (9). AP-PCR is also use- 
ful for the detection and isolation of DNA sequences to levels well below the 
minimum levels required by other available methods (10), and the products 
can be used to clone or hybridize back to digested genomic DNA (11). In addi- 
tion, AP-PCR can be applied to RNA to detect differentially expressed genes 
in a technique called RNA- AP-PCR (12). 
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1.3. Interspersed Repetitive Element PCR (Alu-PCR) 
DNA Fingerprinting 

A major limitation of the standard PCR regime is that it allows amplifica- 
tion of a DNA sequence flanked between two convergent primers, each of 
which primes DNA chain extension in the direction of the other primer. Often, 
however, it is desirable to be able to access uncharacterized DNA sequences 
flanking a region for which sequence information is available. Interspersed 
repetitive element (IRE)-based PCR strategies have been used as a tool since 
1989 (13), and, they have had a major impact on human genome research. 

Developed mainly around the primate-specific, simple-interspersed, 
nuclear-repeat element Alu, IRE-PCR has made it possible to amplify human 
genomic sequences from complex mixtures such as that encountered with a 
monochromosomal somatic cell hybrid. This application has now encompassed 
analysis and screening of large cloned DNA fragments such as yeast artificial 
chromosomes and bacterial atificial chromosomes. 

Employing primers specific for the Alu repeat element was seen as an alter- 
native to using arbitrarily designed 10-mers. The mammalian genome contains 
approx 10 6 copies of the Alu repeat element representing 7% of the total DNA 
per cell. The highly ubiquitous distribution of the Alu repeat means that the 
coverage of the genome afforded by Alu sequence-primed amplification could 
potentially be of high resolution. Additionally, rearrangements of genes at 
translocation breakpoints and recombination "hot spots" often have been often 
attributable to interspersed DNA elements. 

By using the restriction enzymes to predigest the genomic template in this 
approach, it is analogous to the preparation of "representations" of the tester 
DNA by PCR in representational difference analysis. Both approaches are nec- 
essary to define a subpopulation of fragments that may be more readily ana- 
lyzed. Additionally, varying the restriction enzyme used in the predigestion 
defined the spectrum of band sizes obtained in subsequent amplifications with 
the same Alu-specific primer. Therefore, we have two variable parameters to 
achieve multiple fingerprint profiles from the same DNA samples if we also 
apply primers specific to different regions of the Alu repeat element. 

Our group applied the Alu-PCR fingerprinting technique to DNA from pan- 
creatic cancer and paired normal samples to isolate and identify fragments of 
genomic DNA rearranged in malignant cells (14). Abnormalities were 
detectable in about 8.5% of the genomic fragments sampled in this analysis. 
Clearly, only a fraction of the genome is sampled in each Alu primer/restric- 
tion digest combination, and some are more useful than others. Because the 
digests use a single primer in the PCR reaction, only sequences lying between 
repeats in inverted orientation to one another will be amplified, and because 
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their orientation is essentially random, this could result in about 30% of the 
inter-Alu sequences being potential templates in each case. Like the alternative 
genome-scanning technique of respresentational difference analysis, there is a 
bias toward the generation of smaller fragments, partly owing to the prediges- 
tion of the template DNA and partly because of the kinetics of PCR amplifica- 
tion. However, these are tags that enable the subsequent isolation of larger 
rearranged fragments by hybridization. 

1.4. Alu-PCR: Advantageous in Screening for Tumor-Specific Lesions 

Because Alu repeats contain runs of deoxy adenosine residues, they are often 
involved as targets for such ubiquitous somatic mutations, so that about one- 
third have deletion mutations in replication error phenotype (RER + ) cancers (9). 
Interestingly, Alu repeats can even be involved in the genesis of inactivating 
mutations; for instance, one of the most common germline mutations in the 
DNA mismatch repair gene MLH1 is a 3.5-kb genomic deletion that appears to 
result from Alu-mediated recombination (15). Alu elements are also involved 
in the production of oncogenes as a result of chromosomal translocation events 
joining the BCR and ABL loci and the LCK and TCRB loci (16,17). Hence, the 
approach of using Alu sequences as the priming sites for the amplification of 
fingerprints from genomic DNA may have an advantage compared to AP-PCR 
if such regions are particularly affected by the cancer-associated rearrange- 
ments. However, it is likely that most rearrangements at repeat sequences are 
not significant to tumorigenesis. It may be possible to exploit other high-abun- 
dance repetitive elements in the human genome to similar ends, such as the LI 
and MER families (18,19). 

In conclusion, the Alu-specific PCR genomic fingerprinting technique 
allows the scanning of the human genome for genetic rearrangements associ- 
ated with a cancer phenotype. With the generation of sequence tags for these 
rearrangements, their use as molecular probes may facilitate the isolation of 
gene sequences involved. Further analysis of such genes associated with these 
rearrangements may lead to the mutational mechanism and its contribution to 
the molecular pathology of cancers. 

2. Materials 

2. 1. Arbitrarily Primed PCR 

1. Thermocycler (e.g., Peltier Thermal Cycler, model PTC-100™). 

2. Sequencing gel electrophoresis apparatus (40 cm long, 30 cm wide, 0.4 mm 
thick). 

3. Gel dryer. 

4. X-Ray film and exposure cassette. 

5. Stocks of all four dNTPs (5 mM). 
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6. Stock of arbitrary primer (100 \iM). 

7. Radioisotope ([a- 32 P] or [y- 33 P]) dATP (>2500 Ci/mmol). 

8. Tag polymerase (5 U/jxL). 

9. Formamide dye solution: 96% formamide, 0.1% bromophenol blue, 0.1% xylene 
cyanol, lOmMEDTA. 

10. 10X Tris-borate-EDTA (TBE) buffer: 90 mM Tris-borate, 20 mMNa 2 EDTA, pH 8.3. 

11. Acrylamide stock solution (40% acrylamide :£>w-acrylamide [29:1]). 

2.2. Alu-Polymerase Chain Reaction 

1. Thermocycler (e.g., Peltier Thermal Cycler, model PTC-100™). 

2. Sequencing gel electrophoresis apparatus (40 cm long, 30 cm wide, 0.4 mm thick). 

3. Gel dryer. 

4. X-Ray film and exposure cassette. 

5. Stocks of all four dNTPs (5 mM). 

6 . S tock of Alu primer (100 \iM) . 

7. (ct- 32 P) dATP (3000 Ci/mmol). 

8. Restriction enzyme Alul (8 U/jxL). 

9. Tag polymerase (5 U/jxL). 

10. Formamide dye solution: 96% formamide, 0.1% bromophenol blue, 0.1% xylene 
cyanol, 10 mM EDTA. 

11. 10X TBE buffer: 90 mM Tris-borate, 20 mM Na 2 EDTA, pH 8.3. 

12. Acrylamide stock solution (40% acrylamide:Z?M-acrylamide [29:1]). 

3. Methods 

3.1. Arbitrarily Primed PCR 

1 . Mix template DNA ( 1 00-200 ng) with reaction mixture for a 25-jxL final reaction 
containing arbitrary primer, 1 to 2 Ci of [ct- 32 P]dATP or [y- 33 P]dATP, 0.2 mM of 
each dNTP, 10 mM Tris-HCl, pH 9.2, 3.5 mM MgCl 2 , 75 mM KC1, and 0.5 U of 
Tag polymerase in a final volume of 25 \iL. 

2. Perform thermocycling using 5 cycles of 94°C for 1 min, 45°C for 5 min, and 72°C 
for 5 min; then 35 cycles of 94°C for 1 min, 60°C for 1 min, 72°C for 2 min. Add a 
final chase cycle of 72°C for 5 min to allow complete elongation of all products. 

3. Mix amplification products with 5 jxL of formamide dye solution, denature at 
95°C for 3 min, and load 5 jxL onto a 8% nondenaturing acrylamide gel mix 
prepared in IX TBE buffer. Perform electrophoresis using a sequencing appara- 
tus at 12 W overnight. 

4. After electrophoresis, transfer the gel to Whatman 3MM paper, and dry under 
vacuum. 

5. Autoradiograph the dried gel using an X-ray film at room temperature for 12 h. 

3.2. Alu Polymerase Chain Reaction 

1. Perform restriction digests of DNA samples at 37°C overnight. Use 10 U of 
restriction enzyme Alul in a 20-jxL reaction volume containing 1-5 jxg of DNA. 
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2. Standardize the conditions for PCR amplification as follows: 50 mM KC1, 
10 mM Tris-HCl, pH 8.3, 1.5 mMMgCl 2 , 0.1% Triton X-100, 0.2 mMdNTPs, 1 
U of Tag polymerase in a 50-p.L reaction volume. The Alu primer concentration 
is a little higher (at 2 \iM) than normally used in an attempt to favor annealing of 
the primer to the repeat elements by displacing any rapidly forming duplexes in 
the template by virtue of this high concentration. 

3. Perform thermocycling using 94°C for 3 min; then 10-15 cycles of 57°C for 30 s, 
72°C for 1 min, 94°C for 45 s. Add a final chase cycle of 72°C for 5 min to allow 
complete elongation of all products. 

4. Achieve radioactive labeling of PCR products by the addition of 1 to 2 Ci of 
[a- 32 P]ATP (and the reduction of the unlabeled dATP in the buffer to 0.01 mM) 
followed by 20 more cycles of the above parameters. 

5. Mix amplification products with 5 jxL of formamide dye solution, denature at 
95 °C for 3 min, and load 5 \iL onto a 6% nondenaturing acrylamide gel mix 
prepared in IX TBE buffer. Perform electrophoresis using a sequencing appara- 
tus at 12 W overnight. 

6. After electrophoresis, mount the gel wet on a piece of old X-ray film or Whatman 
3MM paper covered with Saran wrap™, and then expose to an X-ray film within 
a cassette at -70°C overnight. 
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Mutation Analysis of Large Genomic 
Regions in Tumor DNA Using Single-Strand 
Conformation Polymorphism 

Lessons from the ATM Gene 
Igor Vorechovsky 

1. Introduction 

1.1. Detection of Point Mutations in Tumor DNA 

In recent years, we have seen a dramatic improvement in our ability to detect 
nucleotide changes in tumor DNA using a number of techniques for mutation 
detection that have become routine instruments in many laboratories. The 
choice of a suitable method or methods of mutation analysis is governed by 
many factors, including the costs, experimental sensitivity, expected mutation 
pattern in the target sequence and its functional consequences, as well as staff 
expertise, personal experience, and preference. The primary selection criterion 
for such a method is the ability of a technique to search for the presence of 
unknown mutations in the analyzed regions (scanning methods) as opposed to 
looking for known mutations already characterized at the nucleotide level. 
Scanning procedures represent a cost-effective alternative to nucleotide 
sequencing (see Chapter 13), but usually at a price of an inferior detection rate. 
The former group of techniques includes procedures based on conformation 
polymorphism changes, denaturing gradient gel electrophoresis (see Chapter 10), 
constant denaturant capillary electrophoresis, and mismatch repair and RNase 
cleavage methods (see Chapter 11). The latter group, exemplified by techniques 
using sequence-specific oligonucleotides, oligonucleotide liagation assay, and 
ligase chain reaction (7), is less frequently used for analyzing molecular 
changes in tumor samples. A wise choice of most appropriate procedures is a 
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crucial step for the identification of molecular changes underlying cancer devel- 
opment and for the correct interpretation of mutation screening. 

1.2. Single-Strand Conformation Polymorphism Analysis 

Single-strand conformation analysis (SSCP) (2,3) is one of the simplest 
scanning techniques for detecting unknown mutations. Sequence variants usu- 
ally exhibit differences in mobility of single-stranded fragments under 
nondenaturing electrophoretic conditions. Mobility shifts of DNA fragments 
result from mutation-induced changes of the tertiary structure of DNA (4). 
The principle of the technique is shown in Fig. 1. The term polymerase chain 
reaction (PCR)-SSCP refers to a PCR-amplified product analyzed by SSCP. 

SSCP is particularly useful when searching for small deletions or insertions 
and single-base mutations and polymorphisms. Note that large insertions or 
deletions on the order of kilobases encompassing the amplified region are likely 
to go undetected. 

2. Materials 

2. 1. Polymerase Chain Reaction 

1. Template: high-molecular DNA or cDNA extracted from tumor/normal cells. 

2. Tag polymerase. 

3. PCR buffer. 

4. dNTPs. 

5. Tested oligonucleotide primers. 

6. Double-distilled H 2 0. 

7. a- 32 P-dCTP or a- 33 P-dCTP for isotopic detection. 

8. Suitable restriction endonucleases, if the fragment size is too large for sensitive 
detection. 

9. Formamide buffer: 95% formamide, 0.05% bromophenol blue, 0.05% xylene 
cyanol, 50 mM NaOH. 

10. Thermal cycler. 

2.2. Gel Electrophoresis 

1. Gel electrophoresis apparatus. 

2. Power pack. 

3. Gel plates. 

4. Combs. 

5. Plastic film (Saran Wrap). 

6. Filter papers. 

7. Optional: temperature control of gel plates (water jacket, fans). 

8. Acrylamide/bisacrylamide 

9. Ammonium sulfate. 
10. TEMED. 
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Fig. 1. The principle of single strand conformation polymorphism analysis. 
Reprinted from ref. 26 with permission from Elsevier. 



11. Glycerol. 

12. 10X Tris-borate EDTA (TBE) buffer: 0.9 M Tris-borate, 20 mM EDTA. 

13. For isotopic detection of labeled fragments: Kodak X-OMAT films, X-ray cas- 
settes, developer. 

3. Methods 

3. 1. Polymerase Chain Reaction 

PCR usually involves the incorporation of a label, either directly into the 
product or via an isotopically or nonisotopically labeled oligonucleotide 
primer. Alternatively, DNA fragments can be labeled after electrophoresis 
(e.g., by silver staining). The PCR should be tested using an agarose gel before 
running SSCP gels to determine whether the product is clean. PCR products 
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with spurious bands should be avoided. A meticulous computer-assisted oligo- 
nucleotide primer design will pay off here. 

A typical 100-[xL PCR setup for direct isotopic labeling includes 10 [xL of 
10X PCR buffer (containing 1.5 mM MgCl 2 ), 5 ^L of dNTP (2.5 mM stock 
solution), 5 fxL of primer mix (final concentration 0.1-1 \iM), 5 x 5 \ih of DNA 
(10-100 mg/ixL), 0.5 \ih of Tag polymerase (5 \J/\iL), approx 0.1-0.5 \iL of 
a- 32 P or a- 33 P-dCTP (10 mCi/mL, 3000 Ci/mmol), and ddH 2 up to 100 ^L. 
This amount is for at least five separate PCR reactions. A 20-^L reaction contains 
5 ^L of the template, which is convenient for dispensing multiple samples. The 
concentration of the labeled dNTPs depends on the sequence composition of 
the amplicon. After adding the enzyme-containing mixture to the template, 
thermal cycling should commence as soon as possible. 

When using multiple samples, the amount of each template in the reaction 
tube should be the same. The usual amount of DNA per reaction is 50-100 ng. 
If the efficiency of PCR is markedly different from sample to sample (e.g., 
owing to the presence of enzyme inhibitors following DNA extraction from 
paraffin-embedded tissue), the template concentration should be further 
adjusted. However, loading different amounts of differentially labeled PCR 
products may result in altered mobilities of DNA fragments, and this may lead to 
difficulties in the interpretation of SSCP patterns. Different signal intensities 
from different samples are generally associated with a suboptimal detection 
rate, and every effort should be made to normalize the signal to allow the accu- 
rate evaluation of fragment mobility. 

After completing the PCR, a restriction endonuclease digestion may help 
achieve a suitable fragment size for SSCP if the initial amplicon is too large. 
However, this extra step may be costly when analyzing multiple samples, and 
a subsequent complex SSCP pattern may be difficult to interpret. 

Before running the electrophoresis, a formamide buffer is added in excess. 
No mixing is necessary before denaturing samples on a PCR cycler and load- 
ing onto an SSCP gel. 

3.2. Gel Electrophoresis 

1. Assemble glass plates for the gel. 

2. In a beaker, mix the following components for a 100-mL gel solution: 5 mL of 
10X TBE, 12 mL of 40% acrylamide/bisacrylamide (crosslinking 2.5%), 5 mL of 
glycerol, 1 mL of 10% ammonium persulfate, and ddH 2 up to 100 mL. 

3. Add 50 uL of TEMED (Bio-Rad, Hercules, CA) and immediately pour into the 
gel plate assembly. Insert the comb and leave for at least 1.5 h to polymerize. 

4. Remove the comb, clean the plates, assemble the gel, and fill the tank reservoir 
with 0.5X TBE. Check that there are no air bubbles in the gel, that the wells are 
undamaged, and that there is no leakage between the wells. Loading bromophe- 
nol dye to suspected wells is helpful for identifying leakages. 
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5. Denature the PCR products at 95°C for 5 min and load the wells. If the gel is run 
at room temperature, the applied power should not lead to an increased tempera- 
ture of the plates. A thermometer attached to the plate is useful for monitoring the 
electrophoresis. 

6. After completing the electrophoresis, transfer the gel to a sheet of filter paper, 
cover with Saran Wrap, and dry using a gel dryer. Expose the dried gel to an 
X-ray film for a few hours to overnight. Several exposures may be required for 
the correct reading of the autoradiogram. 

3.3. Sensitivity of PCR-SSCP 

The sensitivity of the PCR-SSCP method has been subject to controversy. 
Although the technique is generally believed to be efficient with the detection 
rate of >85% in a single run for fragments shorter than 300 bp (5), some previ- 
ous estimates were lower (6). The sensitivity of PCR-SSCP depends on several 
factors, including the mutation pattern in the target sequence. 

Since the higher-order structure of nucleic acids is dependent on the entire 
sequence of the amplified fragment, the sensitivity of SSCP in detecting a given 
variation will vary from one fragment to another (5). Unlike, e.g., denaturing 
gradient gel electrophoresis (see Chapter 10), there is no adequate theoretical 
model for predicting the three-dimensional structure of single-stranded DNA 
under a given set of conditions (5). Can we still say how sensitive our SSCP 
analysis is for a sequence of interest? 

Because the tertiary structure of single-stranded fragments depends on 
physical conditions such as pH, ionic strength, and temperature, these factors 
are likely to influence SSCP patterns and need to be controlled. Although not 
previously endorsed (7), adding glycerol to SSCP gels was found to improve 
detection rate by reducing the pH of the Tris-borate buffer by the reaction of 
glycerol and borate ion (8). Temperature is a particularly important variable. If 
not controlled, an excessive running power may generate heat, resulting in the 
disappearance of mobility shifts (7). Optimized crosslinking and polyacryla- 
mide gel concentrations are generally recommended (5,7). 

The analysis of globin,p53, and rhodopsin mutations suggested that the type 
of mutation (transition vs transversion) did not play a major role in determin- 
ing whether a mutation was detected by SSCP analysis (9). Although the posi- 
tion of the base substitutions was found to be more important than the type of 
base substitution (9), it appears that the sequence flanking mutated residues 
plays an even more significant role (7). 

Although the sensitivity was found to vary dramatically with the size of the 
DNA fragments analyzed, with the optimal size fragments for the detection of 
sensitive base substitution at about 150 bp (9), subsequent studies did not sup- 
port such a steep decline in sensitivity (5,10). The blind quality control study 
of fragments larger than 450 bp reported a detection rate of 84% (10), an and 
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even higher rate was found by running fragments between 300 and 800 bp in 
low-pH buffer systems (8). Since a single base change contributes to the ter- 
tiary structure in a larger fragment less than in small one, the probability of 
detecting a base change in fragments larger than 300 bp is generally considered 
to be lower than for optimally sized fragments. 

The fact that a shift of a mutated fragment is detected under certain physical 
conditions led the authors to suggest the use of varying running conditions 
(5,11). This approach is warranted together with the use of complementary 
methods for mutation detection of single nucleotide changes, (see Chapters 
10-13), if a high or 100% detection rate is desired. The most commonly 
changed variables are polyacrylamide and buffer concentrations, use of an 
alternative gel matrix such as the MDE gel (AT Biochem), and changing glyc- 
erol concentration in the gel. 

In practice, however, the use of too thick gels, excessive amounts of loaded 
DNA (sometimes owing to insufficient labeling of fragments), inappropriate 
pH of the gel, a high voltage leading to gel overheating, and analyzing PCR 
products with spurious fragments are among the most common mistakes of 
inexperienced users. Each of these factors drastically affects the sensitivity of 
detection of conformational changes in single-strand fragments. These may 
have been reasons behind a controversy in the estimates of sensitivity (5). The 
sensitivity is generally considered to be very high if SSCP is performed using 
optimal conditions. 

3.4. Mutation Analysis of ATM Using PCR-SSCP 

The ability of PCR-SSCP to detect mutations also reflects the size of analyzed 
region. The analysis of multiple PCR-amplified fragments from large genes or 
genomic regions may decrease the sensitivity to an unacceptably low level. 

We have partially addressed this concern in the PCR-SSCP analysis of the 
human ATM gene (12). ATM is deficient in patients with ataxia telangiectasia 
(A-T), a multisystem recessive condition with a high risk of developing 
lymphoreticular malignancies. The gene contains 66 small coding exons (13-15) 
of the average size of 253 bp spanning about 184 kb of genomic sequence (16). 
Since the size of exons is suitable for SSCP analysis, all coding exons were 
individually amplified using oligonucleotides primed to the flanking intronic 
sequence. By analyzing cDNA prepared from A-T patients, the mutation pat- 
tern in patients' germlines was previously found to be dominated by small 
insertions, deletions, and point mutations, whereas most mutations were pri- 
vate (17). Assuming that A-T patients had two mutated copies of ATM and all 
mutations were in the regions covered by the oligonucleotide primers, we could 
estimate the detection rate of our SSCP mutation assay at 70% (13). This figure 
may be an underestimate, if the assumptions are not met. Such an estimate, 
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however, applies to the whole gene represented by 65 amplicons. The prob- 
ability of detecting a mutation in an average PCR segment (approx 1/65 of the 
screened region) would be 6 V0.7 = 0.995. Such a high detection rate is likely 
to reflect the mutation pattern found in the germline of A-T patients, domi- 
nated by small deletions, insertions, and point mutations, changes readily iden- 
tified by SSCP. The detection rate is likely to be different when analyzing 
genes with a distinct mutation pattern. 

As the majority of SSCP changes in the germline of A-T patients result in a 
premature termination of the ATM translation product, the protein truncation 
test (see Chapter 12), is an obvious method of choice for the identification of 
unknown A-T alleles in the germline (18,19). However, this test may not be the 
most appropriate for analyzing the same gene in tumor cells. By using the SSCP 
analysis of tumor DNA extracted from presentation samples of patients with 
sporadic T-cell prolymphocytic leukemia (T-PLL), a malignancy exhibiting 
phenotypic similarities to a leukemia seen in A-T, ATM was found to be 
mutated in about one-half of T-PLL cases (20,21). A variety of techniques for 
mutation detection have now indicated that the gene is likely to be inactivated 
or mutated in most, if not all, T-PLL patients (20-23). The presence of loss-of- 
function mutations, frequent loss of the wild-type allele in tumor cells, and 
clustering of missense mutation in the highly conserved 3' part of the gene 
suggest that ATM functions as a tumor suppressor gene in the develoment of 
T-PLL. Although mutations have not been found in all cases, the detection rate 
using a single pass of SSCP was found similar to that in the germline of A-T 
patients (20), suggesting that the inactivation or mutation of ATM is probably 
an essential step among genetic alterations leading to T-PLL. Although the 
possibility of a predisposing heterozygote change could not be excluded in 
T-PLL samples with mutations identical to those previously reported in the 
germline (normal cells were not available), the vast majority of T-PLL cases 
contained mutations not previously found in A-T, suggesting somatic changes 
(20). The ATM mutation pattern in T-PLL was found to be markedly distinct 
from that found in the germline of A-T patients. While the frame-shift muta- 
tions predominate in the germline, most mutations in T-PLL tumor samples 
were missense mutations (20), a characteristic type of mutation in tumor cells. 

Thus, although the protein truncation test (PTT) appears to be a method of 
choice for analyzing the germline changes with reported sensitivity similar to 
that of SSCP (18,19), PTT alone would be unlikely to detect missense muta- 
tions that characterize the somatic mutation pattern in the same gene in tumor 
cells. The PTT might even miss T-PLL alterations altogether. This case illus- 
trates the need for employing a combination of wisely selected, preferably 
complementing techniques, particularly in the absence of our knowledge about 
the mutation pattern of the analyzed gene or genomic segment. 
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Negative results of PCR-SSCP mutation screening need a cautious interpreta- 
tion. The absence of ATM mutations in a large number of breast cancer samples 
analyzed does not exclude the presence of mutations in this malignancy (24). 
However, it is unlikely that the gene would be frequently altered in breast cancer, 
certainly not to an extent similar to that found in T-PLL. No somatic ATM muta- 
tions have been identified so far in tumor DNA isolated from breast cancer, but, 
given a high population prevalence of breast tumors as compared to T-PLL, it is 
possible that this may be the case in a small proportion of breast tumors. To 
address this area of question, large sets of samples will need to analyzed. 

SSCP is also sensitive in detecting mutations in mixed populations of cells 
containing normal and mutated alleles. A study of the p5 3 gene detected muta- 
tions against the background of 85-95% of the wild-type allele (25), a figure 
sufficient to identify clonal changes in tumors containing a substantial propor- 
tion of normal cells. 

In conclusion, PCR-SSCP is a rapid, simple, and cost-effective scanning 
method for mutation detection. It is particularly useful for the initial screening 
of optimally sized PCR-amplified fragments for point mutations, small dele- 
tions, and insertions. It serves well as an inexpensive method of choice for 
screening candidate cancer susceptibility genes and in situations in which the 
detection rate of mutation screening is not required to be absolute. If the 
expected mutation pattern is not known, a combination of suitable techniques 
discussed in this book should provide a more sensitive and specific tool for 
analyzing a growing number of cancer susceptibility genes and also more 
accurate estimates of cancer risk conferred by genetic alterations. 
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1. Introduction 

Denaturing gradient gel electrophoresis (DGGE) was introduced 20 years 
ago (7) as a gel system to separate DNA fragments. The seminal principle of 
this methodologic conquest was that DNA molecules were not separated 
according to size, as in conventional electrophoresis, but rather, according to 
base composition and sequence-related properties. Since then, the technology 
has been developed into a powerful, yet still challenging, method for detection 
of single base changes. In combination with polymerase chain reaction (PCR), 
it has been widely used by research and diagnostic laboratories in the analysis 
of cancer and inherited disease. The principles and potential applications of 
DGGE have been described in detail in a number of excellent reviews (2-4) 
and are outlined only briefly in the following sections. 

1.1. Overview 

Why use DGGE at all instead of sequencing or more simple and straightfor- 
ward mutation detection methods, in particular single-strand conformation 
polymorphism analysis? DGGE is advantageous for several reasons. First, 
DGGE has a very high mutation detection rate, close to 100%, provided that 
the experiment has been correctly designed. Second, the behavior of DNA 
molecules in denaturing gradient gels can be accurately modeled by computer, 
which may drastically reduce the need for empirical optimization. Third, the 
sensitivity of DGGE is high, allowing detection of a mutant DNA species 
present in a low proportion in a background of wild-type DNA (down to the 
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5% level by conventional ethidium bromide staining). Fourth, owing to the 
resulting physical separation between mutant and wild-type DNA, DGGE pro- 
vides a simple means of enriching the mutant DNA for further analysis. Fifth, 
DGGE is highly flexible, meaning that multiple PCR products with different 
thermal properties can be analyzed simultaneously in the same gel. This is 
particularly useful in diagnostic settings in which one or a few DNA samples 
must be scanned for mutations in an entire gene. 

Despite the obvious advantages of DGGE, two matters are important to con- 
sider before deciding whether DGGE is an appropriate method for a given 
application: (1) the design of PCR primers to generate amplification products 
that are suitable for DGGE analysis may be a cumbersome process that requires 
computer modeling and a certain degree of personal experience; and (2) once 
PCR primers have been properly designed, the method is simple to perform 
with a relatively high throughput. Hence, generally speaking, DGGE may be 
considered the method of choice when primers have already been designed, or 
when the number of samples to be analyzed is so high that it outweighs the 
work involved in the phase of establishment. 

1.2. Principle of DGGE 

1.2.1. DNA Melting Theory 

In aqueous solutions kept at a temperature below 60°C, DNA takes a double- 
stranded, helical conformation maintained by hydrogen bonds between base 
pairs on opposite strands and stacking interactions between neighboring bases 
on the same strand. When the temperature is raised abruptly, the two strands 
come apart and take a single-stranded, random coil conformation. This helix- 
to-random chain transition is termed DNA melting and may also be induced by 
chemical denaturants. Because the forces holding a DNA helix include both 
base pairing and stacking interactions, the melting temperature (T m ) of a DNA 
molecule is determined by the overall sequence, not just the GC content. 

When a DNA molecule is subjected to gradual heating, it melts in a series of 
steps in which each step represents the melting of a discrete segment, termed a 
melting domain (2,4). A DNA molecule may contain several melting domains, 
each consisting of 25-300 contiguous base pairs, with T m values in the range of 
60-85°C. The domain that melts at the lowest temperature is referred to as the 
lowest-melting domain; the most stable domain is the highest-melting domain. 
A base substitution or other type of mutation may change the T m of the domain 
in which it resides up to 1°C. 

1.2.2. The Experimental System 

The DGGE system elegantly uses the melting properties of DNA and the 
changes that mutations impose on these properties. A standard denaturing 
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gradient gel contains a uniform concentration of polyacrylamide and an increasing 
gradient of denaturants, usually a combination of urea and formamide. An increase 
in denaturant concentration has been shown to be equivalent to a rise in tempera- 
ture, and a gradient of denaturants hence simulates a temperature gradient within 
the gel. Because the concentrations of denaturant alone are not sufficient to pro- 
vide DNA melting, the gel is immersed in a bath of electrophoresis buffer kept at a 
temperature just below incipient DNA melting, usually at 56-60°C. 

When a DNA molecule with two or more melting domains is electrophore- 
sed through a denaturing gradient gel, it initially moves with a constant veloc- 
ity determined by its size. At a certain point in the gel, a level of denaturant 
will be reached that exactly matches the melting temperature of the lowest- 
melting domain. This domain will be destabilized, resulting in the abrupt for- 
mation of a partially melted, three-armed intermediate that moves with a very 
low velocity. Small shifts in the T m of this domain induced by the introduction 
of base substitutions will cause the domain to unwind at different concentra- 
tions of denaturant and, accordingly, at different positions in the gel, providing 
the basis for physical separation between wild-type and mutant species (5). 

When the highest-melting domain of a DNA fragment melts, the fragment 
undergoes complete strand dissociation, and the resolving power of the gel is 
lost. To overcome this limitation, a modification was designed that involves 
the attachment of a GC-rich sequence, usually called a GC-clamp, to one of the 
ends of the DNA fragment. The GC-clamp introduces a new highest-melting 
domain and works as a "handle" to keep the strands together. A GC-clamp is 
easily added by PCR using primers, one of which has been extended by a 30- to 
60-bp GC-rich sequence at its 5' end (6). Figure 1 outlines the whole proce- 
dure of GC-clamping and resolution by DGGE. 

In rare cases in which a mutation does not affect thermostability and, there- 
fore, cannot be visualized as a mobility shift in a denaturing gradient gel, 
increased resolution may be achieved by analyzing heteroduplexes, i.e., hybrids 
formed between wild-type and mutant DNA molecules (Fig. 2). Under appro- 
priate conditions, heteroduplexes are formed when wild-type and mutant DNA 
fragments are mixed, heated to separate the strands, and then reannealed to 
allow a reassortment of the single-stranded species with their complements. 
Four different species are expected from such reassortment: wild-type 
homoduplexes, mutant homoduplexes, and two different heteroduplexes com- 
posed of one wild-type strand and one mutant strand. The formation of hetero- 
duplexes is initiated during late cycles of PCR and can be driven to completion 
by subsequent heating and reannealing of the PCR product. Heteroduplexes 
are retarded in a denaturing gradient gel at a lower concentration of denaturant 
than the corresponding homoduplexes, presumably as a result of the instability 
caused by the presence of a non-Watson-Crick base pair (mismatch) (Fig. 2). 
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Fig. 1. Schematic representation of the principles of GC-clamping and resolution of 
mutations by DGGE. (A) PCR-mediated addition of a GC-clamp. The GC-rich primer 
tail gets incorporated and copied during PCR, providing a double-stranded GC-rich 
region at one end of the PCR product. (B) Resolution of mutations by DGGE. The 
concentration of denaturant at which branching and band focusing occur is strongly 
sequence dependent, forming the basis for physical separation between wild-type and 
mutant DNA molecules. In this example, mutant DNA melts at a higher concentration 
of denaturant than the corresponding wild-type DNA and, consequently, is retarded at 
a lower position in the gel. 

1.3. Modes of Analysis 

The principle of studying melting behaviors of DNA fragments in a denatur- 
ing environment for the purpose of identifying mutations has been taken into 
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Fig. 2. Diagrammatic representation of heteroduplex analysis by DGGE. PCR 
amplification of a target sequence from a specimen containing both mutant and wild- 
type DNA results in the formation of four double-stranded species: mutant 
homoduplexes, wild-type homoduplexes, and two heteroduplexes. Owing to the pres- 
ence of destabilizing mismatches, the heteroduplex molecules melt at a lower denatur- 
ant concentration and usually produce more-pronounced band shifts than the 
corresponding homoduplex molecules. 



several methodologic variants. These variants include temperature gradient gel 
electrophoresis, in which a temperature gradient is maintained along the sepa- 
ration space (7), two-dimensional gene scanning, which is based on multiplex 
PCR followed by size separation in combination with DGGE (8); bisulfite- 
DGGE, for detection of mutations and aberrant methylation patterns in very 
GC-rich DNA (9); and a variety of capillary formats. This chapter is confined 
to the use of chemical denaturants in standard slab gel operations. 
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1.3.1. Parallel DGGE 

The most commonly used configuration of DGGE is one in which the gel 
contains a linear gradient of denaturants in the same direction as the applied 
electric field (Fig. 1). In this configuration, a DNA molecule travels through an 
ascending denaturant concentration until it reaches a gradient level where its 
continued migration is severely retarded because of partial melting of the 
double helix. Loading in adjacent lanes allows analysis and comparison of 
multiple samples. 

1.3.2. Perpendicular DGGE 

Perpendicular gels contain a linear gradient of denaturant perpendicular to 
the direction of electrophoresis, and the sample is loaded in a single well span- 
ning the entire width of the gel. In this configuration, a DNA molecule travels 
through a particular, unchanging denaturant concentration. The final pattern 
usually shows a single or multiphasic S-shaped curve, of which each steep part 
represents the melting of a domain. 

Perpendicular DGGE provides an experimental system to examine the melt- 
ing properties of a DNA molecule. Although this may be valuable in the analy- 
sis of DNA fragments of unknown sequence, computer modeling is a simpler 
and more accurate approach to designing DGGE conditions for genes of known 
sequence. 

1.3.3. Constant Denaturant Gel Electrophoresis 

Constant denaturant gels contain a uniform denaturant concentration corre- 
sponding to one of the steep parts of the profile observed by analysis of a DNA 
molecule in a perpendicular denaturing gradient gel (10). Electrophoresis at 
this concentration provides the optimal conditions for separation between frag- 
ments differing in nucleotide sequence in the corresponding melting domain. 

1.3.4. Double-Gradient DGGE 

In double-gardient DGGE (DG-DGGE) analysis, the gel contains two colin- 
ear gradients: one of denaturant concentration and one of polyacrylamide con- 
centration (11). The porosity gradient provides recompacting of homo- and 
heteroduplex bands, resulting in a considerable improvement in band focusing. 
Figure 3 provides an example of DG-DGGE. 

1.3.5. Broad- Range DGGE 

In broad-range DGGE, the gradient is typically 0-80% to accommodate 
different DNA fragments with a broad spectrum of melting temperatures (12). 
This approach results in considerable savings when looking for mutations in a 
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Fig. 3. Melting maps (A) and effect of GC-clamp positioning in conventional (single- 
gradient) and DG-DGGE (B). Attachment of a GC-clamp to the 5' end of the target 
sequence results in a fragment with three lower-melting domains. While conventional 
DGGE provides resolution of heterozygous mutations in both the lower and higher of 
these domains, the overall resolution is modest, and homoduplexes of the mutation in 
the higher-melting domain do not separate from wild-type homoduplexes. By contrast, a 
GC-clamp at the 3' end of the target sequence results in a single, flat lower-melting 
domain and clear resolution of both mutations in the heterozygous and homozygous 
constellations. With DG-DGGE, resolution of mutations is completely prevented in the 
higher-melting domain of the product carrying a 5' end GC-clamp. As with single-gradi- 
ent DGGE, mutations are easily detected in the single-domain product, and band focus- 
ing is significantly improved, den., denaturant; pa., polyacrylamide. 
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Fig. 4. One-step DGGE analysis of 10 GC-clamped PCR products covering the 
entire coding sequence of the Fas gene. Genomic DNA from a non-Hodgkin lym- 
phoma was used as the template for 10 separate PCRs, and the products were sub- 
jected to broad-range DGGE (0-80% denaturant at 160 V and 56°C for 4.5 h). Four 
bands are observed in the 5' end of exon 9 (91, denoted by an asterisk), indicating the 
presence of a mutation. 



particular gene in only one sample, but it depends on careful considerations 
when designing the experiment. In our laboratory, we have established DGGE 
conditions for whole-gene analysis for several oncogenes and tumor suppres- 
sor genes, including the ras genes (13), p53 (14), PTEN (15), Fas (16), and 
CDK4 (17). Figure 4 provides an example of broad-range DGGE for scanning 
of one tumor specimen in an entire gene. 

2. Materials 

2. 1. Computer Programs 

MELT87 or MELT94, written in the laboratory of Lerman (18), can be used. 
These programs calculate the theoretical melting map of a known DNA 
sequence using the Fixman-Friere modification of Poland's algorithm for DNA 
melting. A modified version, MacMELT™, is commercially available from 
Bio-Rad (Hercules, CA). 
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2.2. PCR Reagents 

1. Standard PCR reagents. 

2. Tag polymerase (see Note 1). 

3. 5X PCR-compatible loading buffer: 0.04% cresol red, 60% sucrose. 

4. Oligonucleotide primers, one GC-clamped (see Notes 2 and 3). 

2.3. Solutions (see Note 4) 

1. 50X TAE electrophoresis buffer: 2.0 M Tris-acetate, 0.05 M EDTA, pH 8.0. 

2. Denaturant stock solution (0% denaturant): 6% acrylamide (acrylamide:bis = 
19:1) in IX TAE. 

3. Denaturant stock solution (80% denaturant): 5.6 M urea, 32% (v/v) formamide, 
6% acrylamide in IX TAE. 

4. Denaturant stock solution for DG-DGGE (70% denaturant): 4.9 M urea, 28% (v/v) 
formamide, 12% acrylamide in IX TAE. 

5. Photo-flo 600 solution (Kodak). 

6. 20% Ammonium persulfate. 

7. TEMED. 

8. Ethidium bromide (2 jxg/mL) in IX TAE buffer. 

2.4. Gel Equipment and Thermoregulation (see Note 5) 

Gel systems can be commercially acquired from CBC Scientific or Bio- 
Rad, or they may be built from components from various sources. The system 
described next is routinely used in our laboratory and is based on a standard 
slab gel system. 

1. PROTEAN II xi Cell (Bio-Rad). Modify the central cooling core by cutting out 
the central portion. This modification ensures uniform temperature in the gel 
when the electrophoresis cell is immersed in a temperature-controlled buffer bath 
(see Note 5). 

2. Glass plates: 16 x 20 cm (inner plate) and 18.3 x 20 cm (outer plate). 

3. Spacers and combs (1 mm). 

4. Glass or acrylic tank: approx 45 x 30 x 30 cm (length x width x height). 

5. Immersion circulator that combines heating, thermoregulation, and stirring. 

6. Two-chamber gradient maker and magnetic stirrer. 

7. Power supply. 

8. Polypropylene spheres. 

3. Methods 

3. 1. Fragment Design 

The requirement for detailed theoretical considerations prior to PCR and 
DGGE analysis is at the same time the great advantage and a potential hin- 
drance for routine use. Primer pairs have to be designed for both optimal PCR 
amplification and optimal melting behavior. To ensure appropriate melting 
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temperatures of the primers, and to minimize self-complementarity and cross 
homologies, we recommend the use of a primer designer program. For simula- 
tion and modulation of melting profiles, the use of the MELT programs is 
invaluable. Although there are no strict rules that should be followed when 
designing experiments, and although mutations may be detected even under 
suboptimal conditions, we recommend the following guidelines for optimal 
performance: 

1. Aim at a fragment size of 150-350 bp (including GC-clamp) (see Note 6). 

2. Ensure that the entire sequence to be analyzed is contained within one lower- 
melting domain (see Subheading 3.1.1. and Fig. 3). 

3. Avoid internal melting domains deviating by more than 0.2°C from the average 
domain temperature (19). 

4. Ensure that the temperature of strand dissociation is higher than the melting tem- 
perature of the lower-melting domain of interest (see Subheading 3.1.2.). 

3.1.1. Melting Profiles 

The MELT programs generate the melting map for a known DNA sequence, 
i.e., a plot of the midpoint temperature at which each base pair of the sequence 
is in 50:50 equilibrium between the helical and melted configurations (18). 
Each melting domain of the DNA fragment appears as a horizontal line and is 
usually clearly demarcated from the adjacent domains on either side. 

To determine the optimal position of the GC-clamp, add 40 bp of GC-rich 
sequence to either end of the fragment and recalculate the melting maps (Fig. 3). 
The addition of a GC-clamp may have quite a dramatic impact on the melting 
properties of a DNA fragment, and it is not always possible to predict the 
optimal position of the GC-clamp solely on the basis of the melting map of 
the native DNA. If the undamped end of the fragment has a lower melting 
temperature than the remainder of the lower-melting domain, include a short 
GC-clamp at this end to make the entire sequence behave as a single melting 
domain. 

3. 1.2. Length of GC-Clamp (see Note 7) 

1. Using the MELT program, calculate for the 40-bp GC-clamped PCR product the 
temperature at which strand dissociation becomes significant, in practice the tem- 
perature at which log dissociation constant (Kd) is -5. 

2. Increase the length of the GC-clamp until the temperature of strand dissociation 
is 0.5- 1°C higher than the melting temperature of the domain of interest. 

3.2. Polymerase Chain Reaction 

As with other PCR applications, it is important that the PCR be optimized 
(e.g., by varying the annealing temperature and the concentrations of MgCl 2 
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and dimethyl sulfoxide). The inclusion of a GC-clamp does not appear to inter- 
fere significantly with the amplification process. Because only the GC-clamp 
remains double-stranded after electrophoresis, and because ethidium bromide 
stains single-stranded DNA only weakly, a considerable product yield is 
required. Unspecific bands must be avoided because they may be misinter- 
preted as evidence for the presence of a mutation. 

3.2.1. Generation of Heteroduplexes (see Subheading 1.2.2. 
and Note 8) 

Using a thermal cycler, subject the sample to a denaturation/reannealing 
program consisting of 95°C for 10 min, 65°C for 60 min, and 37°C for 60 min. 

3.3. DGGE Analysis 

3.3.1. Preparation of Gel (see Note 9) 

1. Clean glass plates carefully with ethanol and cover them with a thin layer of 
Photo-flo 600 solution to reduce surface tension. Assemble the gel sandwich 
according to the supplier's instructions. 

2. From the stock solutions of acrylamide and denaturants, prepare two solutions of 
14 mL each (for a 28-mL gel), corresponding to the two end points of the desired 
denaturant concentration range. 

3. Add 50 u,L of 20% ammonium persulfate and 6 u,L of TEMED to each solution 
and mix by gently swirling. 

4. Pour the two gel solutions into the gradient maker, ensuring that the solution of 
higher denaturant is poured into the mixing chamber (the chamber with the outlet and 
the magnetic stirrer). Avoid the introduction of bubbles by too vigorous mixing. 

5. Open the valve interconnecting the two chambers and let some solution pass 
between the chambers to ensure that the connecting pipe is not blocked by air 
bubbles. 

6. Open the outlet and introduce the gradient into the gel sandwich from the top by 
gravity flow or with a peristaltic pump. 

7. Insert the comb gently and at an angle and let the gel polymerize for 30-45 min. 

8. Remove the comb and immediately flush the wells carefully with IX TAE buffer 
to remove unpolymerized acrylamide (see Note 10). 

3.3.2. Running and Staining the Gel (see Notes 11 and 12) 

1. Attach the gel sandwich to the central cooling core, fill the upper buffer chamber 
with IX TAE buffer, and load the samples. Immediately immerse the gel assem- 
bly into the temperature-controlled tank filled with IX TAE buffer, and cover the 
buffer surface with polypropylene spheres to minimize evaporation. Apply the 
required voltage. 

2. After electrophoresis, stain the gel in IX TAE buffer containing ethidium bro- 
mide (2 u,g/mL) for 10 min. Destain the gel in IX TAE buffer if required. Photo- 
graph the gel on an ultraviolet transilluminator. 



136 Guldberg et al. 

3.3.3. Enrichment of Mutant DNA for Sequence Analysis (see Note 13) 

1. Localize the mutant homoduplex band or one of the heteroduplex bands, and 
excise it from the gel with a clean scalpel. 

2. Incubate the gel slice in 100 u,L of H 2 overnight (or longer) at 4°C. 

3. Dilute the eluate 100-fold and 10,000-fold, and use 1 u,L of the original eluate 
and 1 u,L of each of the two dilutions as templates in three separate PCRs. 

4. Analyze the amplification products by agarose gel electrophoresis, and use the 
product from the highest dilution (for which amplification was successful) as the 
template for the sequencing reaction. 

4. Notes 

1 . In DGGE analysis of PCR products, polymerase-induced errors result in the pro- 
duction of mutant sequences that are physically separated from the correctly 
amplified sequences. Because the PCR-induced mutations are scattered randomly 
in the target sequence, the mutant amplicons will migrate to different positions in 
the denaturing gradient gel and result in a background smear. For detection of 
mutations present in a low proportion, the use of polymerases with low error 
rates may significantly reduce the background and improve resolution. 

2. A considerable fraction of oligonucleotides synthesized by standard methods may 
be of incorrect length or contain nucleotide misincorporations that will be 
resolved in a denaturing gradient gel and result in a background smear. The num- 
ber of errors increases with the length of the primer. Generally, we recommend 
that primers longer than 60 bp be ordered high-performance liquid chromatogra- 
phy-purified to be of the correct length. 

3. When designing GC-clamps, avoid guanosine stretches and include a thymidine 
for every 20-25 bp. 

4. Zero percent denaturant stock is acrylamide in IX TAE buffer; one hundred per- 
cent denaturant is an arbitrary standard defined as 7 M urea (42 g/100 mL) and 
40% (v/v) formamide. 

5. Successful DGGE analysis depends on accurate temperature control within the 
gel. While the bath temperature may be set anywhere between 50°C and 60°C 
(depending on the melting temperature of the DNA fragment), the temperature 
must remain constant during the run. To avoid local temperature differences, it is 
important that the glass plates of the gel sandwich be in direct contact with the 
heated buffer on both sides, and that the buffer be constantly circulated by means 
of a stirring device. 

6. We generally recommend that the maximum fragment length be set at 350 bp. 
Although DGGE has the potential to detect mutations in even longer fragments, the 
resolution of some mutations may be poor, the required running time may be 
inconveniently long, and the number of bases to be sequenced to finally identify 
the mutation may be inconveniently high. The fragment size must be more care- 
fully considered when analyzing multiple different PCR products in the same gel. 

7. The usefulness of DGGE for detection of mutations may be limited by the even- 
tual occurrence of strand dissociation. The rate of strand dissociation (bimolecu- 
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lar melting) is determined by the equilibrium constant of dissociation at the tem- 
perature of migration arrest, which may be estimated by using the MELT pro- 
gram (not a facility of the commercially available MacMELT program). 
Detection of mutations is completely hindered if complete strand dissociation 
occurs at a temperature below that at which partial melting of the molecule takes 
place. The temperature of strand dissociation may be elevated by increasing the 
length of the GC-clamp. For most DNA regions with melting temperatures in the 
range of 60-75 c C, a 40-bp GC-clamp (or even shorter) will be sufficient to pre- 
vent strand dissociation. For some sequences, however, the GC content is so high 
that strand dissociation cannot be prevented by means of GC-clamping. The use 
of a psoralen derivative (ChemiClamp) to covalently link the strands may be a 
useful alternative for DGGE analysis of such GC-rich DNA regions (20). 

8. Tumor specimens usually contain a mixture of cancerous cells and stromal tis- 
sue, implying that heteroduplexes will automatically be formed during PCR 
amplification of the target sequence. For analysis of tumor cell lines that often 
harbor mutations in the hemizygous constellation, it is recommended that cell 
line DNA be mixed with normal control DNA prior to PCR to ensure detection of 
all types of mutation. 

9. The concentration of denaturant, x, at which a melting domain melts can be esti- 
mated by x = (T m - T b )/0.3, where T m is the melting temperature of the domain, as 
determined by MELT, and T h is the bath temperature. The choice of gradient 
range depends on the separation required; the narrower the gradient, the higher 
the resolution. Typically, a top-to-bottom difference of 30-40% denaturant 
centred above x gives satisfactory resolution. 

10. Gels may be prepared the day before use and stored at room temperature or at 4°C. 

1 1 . The running time required for resolution of mutations may be determined by time 
travel experiments, preferably aided by the inclusion of control mutations. When 
the fragment has reached the position in the gel at which it partially melts, there 
will be a very small increment in migration depth, and bands will be well focused. 
For analysis of multiple different PCR products in the same gel, the running time 
is determined as the time it takes for all products to reach the positions in the gel 
at which they are retarded. For PCR products of 250-300 bp in length, typical 
running conditions in a 16-cm gel containing 6% polyacrylamide are 5 h at 
160 V. For DG-DGGE, the running times are generally somewhat longer but 
much more flexible, allowing overnight runs (typically at 90-100 V) without 
loss of band focusing. 

12. It is generally recommended that the buffer be recirculated from the tank to the 
cathode chamber of the gel apparatus to avoid changes in pH during the run. 
However, it is our experience that changes in pH do not reduce the quality of 
DGGE analyses in standard 5-h runs (at 160 V) or overnight runs (at 90 V). 

13. If the proportion of mutated cells in a tumor specimen is very low, all mutant 
sequence will be used up in the formation of heteroduplexes during PCR (see 
Subheading 1.2.2.)- Therefore, the heteroduplexes must be recovered, in which 
the mutant DNA is present in a 50:50 ratio with wild-type DNA. If heteroduplex 
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DNA is eluted from the excized gel slice, reamplified (see Subheading 3.3.3.), 
and then subjected to another round of DGGE, all four duplexes appear, allowing 
recovery of the mutant DNA in a more or less pure form. For most sequencing 
purposes, this extra round of enrichment can be omitted because sequence analy- 
sis of heteroduplexes will be sufficient to identify the mutation. 
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1. Introduction 

Nonisotopic RNase cleavage assay (NIRCA) is an RNase-cleavage-based 
method for mutation scanning that detects mutations as double-stranded cleav- 
age products in duplex RNA targets. A central requirement for NIRCA is the 
ability to produce large amounts of double-stranded target RNA by in vitro 
transcription of PCR products containing opposable T7 phage promoters. The 
target regions are amplified from genomic DNA or cDNA using forward and 
reverse primers with T7 promoters added to their 5' ends. The crude polymerase 
chain reaction (PCR) products are then converted into double-stranded RNA 
by in vitro transcription with T7 polymerase, in reactions containing high con- 
centrations of all four ribonucleotide triphosphates. Transcription typically 
results in a further amplification of the target region of at least 20-fold (see 
Fig. 1). After transcription, the reactions are heated and cooled to permit dena- 
turation and hybridization of the complementary strands; mutations in the tar- 
get region result in base pair mismatches in the duplex RNA, from 
hybridization of complementary wild-type and mutant transcripts. For het- 
erozygous samples, the endogenous wild-type allele provides the reference 
strand needed to create the mismatch. For homozygous samples, wild-type and 
experimental PCR products are mixed before transcription to create the mis- 
matches. After hybridization, the duplex RNA targets are treated with single- 
strand-specific ribonucleases to cleave mismatches on both strands. The 
reaction products are separated by electrophoresis on native agarose gels and 
detected by ethidium staining. Experimental samples are scored positive for 
mutations if they contain smaller fragments that are not present in a no-mis- 
match control. 
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Fig. 1. Assessing efficiency of the transcription reaction. Target regions of approx 
600 bp from the human p53 tumor suppressor gene (samples #1) and from the Factor 
IX clotting factor gene (samples #2) were amplified with incorporation of opposable 
T7 promoters as described in the text. Left-hand side of gel shows 2 uL of each PCR 
product from indicated samples. Lanes marked are no-template PCR controls. The 
right-hand side of the gel shows 8 uL the corresponding transcription reactions from 
each PCR product. The transcription reactions contained 2 uL of PCR product as tem- 
plate. Note the increase in ethidium-staining material seen after transcription. The 
ethidium-staining material trailing upward toward the wells in lanes containing tran- 
scription reactions may be owing to aberrant migration caused by the 3' overhangs in 
the duplex RNA (since transcription starts at the eighteenth base and runs off after 
transcribing the complement of the promoter at the opposite end), or may be due to 
excess of transcript derived from one strand. Lane MW contains molecular size mark- 
ers, Sau3A restriction fragments of pUC 19 plasmid, with sizes in base pairs indicated. 



In the protocol described below, the assay is carried out by the sequential 
addition of reagents for transcription, hybridization, and RNase cleavage to a 
single tube containing the crude PCR product; no intermediate purification of 
the reaction products is required. Once the PCR step is complete, the turn- 
around time for obtaining the assay results is approx 3 h. Many recent reports 
describe the use of NIRCA for mutational analysis of genes involved in human 
cancer and other genetic disorders (e.g., see refs. 1-23). 

1.1. Mismatch Cleavage by RNases 

Historically, RNase A from bovine pancreas was used for mutation analysis 
(24,25), but this enzyme is not ideal since it fails to cleave many mismatches 
and tends to generate a high background of nonspecific cleavage products (26). 
More recently, a bacterial ribonuclease (RNase 1 from Escherichia coli) and a 
fungal ribonuclease (RNase Tl from aspergillus) have been found to be supe- 
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rior to RNase A for mismatch cleavage (27). The mutation detection rate in 
NIRCA is maximized by treating the duplex RNA targets with a mixture of 
these two ribonucleases, which detect distinct but overlapping sets of muta- 
tions. The ability of RNase 1 and RNase Tl to cleave mismatches is dramati- 
cally increased by the use of a nonstandard reaction buffer containing 
intercalators and other components, which probably act on the substrate to 
increase the mismatch-induced helical distortion. A proprietary commercially 
available reaction buffer has been optimized for use with RNase 1 and RNase 
Tl (available from Ambion RNA Diagnostics, Austin, TX). 

1.2. Sensitivity of NIRCA for Detecting Unknown Mutations 

1.2.1. General Considerations 

Generation of detectable cleavage products using NIRCA requires cleavage 
of both strands of the duplex RNA target. The extent of cleavage of a given 
mismatch depends not only on its sequence but also on the context in which it 
occurs. Since any point mutation results in a change of two nucleotides (a base 
pair), each mutation generates two reciprocal mismatches, from hybridization 
of the wild-type sense strand to the mutant antisense strand, and from hybrid- 
ization of the wild-type antisense strand to the mutant sense strand. In the basic 
NIRCA protocol described below, the two reciprocal mismatches are gener- 
ated in a single transcription reaction, from heterozygous PCR products with 
opposable T7 promoters. The duplex RNA samples comprise 25% of each 
reciprocal mismatch and 50% of duplex RNA with no mismatch. Mutations 
can be detected as long as one of the reciprocal mismatches is cleaved to 
detectable levels. If one of the reciprocal mismatches is refractory to cleavage, 
the observed extent of cleavage in the mixture will be reduced. The likelihood 
of cleaving both reciprocal mismatches is increased by using a mixture of 
RNases with distinct cleavage properties (i.e., RNase 1 and RNase Tl). In some 
cases, however, both of the reciprocal mismatches are refractory to cleavage, 
and these mutations will not be detected. Most microinsertion/deletion muta- 
tions are detected, but very long insertion/deletion mutations may be cleaved 
less efficiently, probably owing to failure to cleave the shorter strand. 

1.2.2. Assessing the Reciprocal Mismatches in Separate Reactions 

In cases in which one reciprocal mismatch is not cleaved as well as the other, 
the assay can be made more sensitive, but also more laborious, by assessing the 
reciprocal mismatches in separate reactions. In this case, each mismatch com- 
prises 50% of the sample. To assess the mismatches in separate reactions, the 
two strands of the unknown sample must be separately transcribed; however, 
each strand of the unknown sample may be cotranscribed with the complemen- 
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tary wild-type strand. To cotranscribe only one strand of the unknown sample 
along with the complementary wild-type strand, experimental PCR products 
containing a T7 promoter on one or the other end are mixed with wild-type 
PCR products having the T7 promoter on the opposite end. The wild-type and 
unknown target regions are amplified in separate reactions, using appropriate 
primer pairs, where only one of the primers contains a T7 promoter. 

1.2.3. Sensitivity for Detecting Mutations in Mixed Populations 
of Normal and Mutant Cells 

Patient samples obtained by routine methods frequently consist of tumor cells 
contaminated with normal cells such as lymphocytes, fibroblasts, and other stro- 
mal cells. The ability of NIRCA to detect mutations against a background of nor- 
mal alleles has been assessed in a model system (see Fig. 2). In this system, a PCR 
product derived from a construct containing a 561-bp genomic fragment of the 
human p5 3 tumor suppressor gene with a C > G transversion mutation was mixed 
with a wild-type p53 PCR product in varying ratios, keeping the total amount of 
PCR product constant. These targets were assessed according to the standard 
NIRCA protocol, using a mixture of RNase 1 and RNase Tl for mismatch cleav- 
age. Cleavage products resulting from the point mutation were detected when 
present at the level of 3% of the sample, i.e., when 97% of the sample consisted of 
the wild-type sequence. NIRCA has also been used to screen for p5 3 mutations in 
bladder wash samples from patients diagnosed with bladder cancer. These samples 
typically consist of a mixture of tumor cells and normal cells sloughed off from the 
lumen of the bladder. Target regions of 561 bp (exons 5 + 6) and 765 bp (exons 7 
+ 8), which together account for 89% of all p53 mutations reported in bladder 
cancer (28), were amplified and screened from each patient. Figure 3 shows repre- 
sentative cleavage products that were detected in several patient samples. 

2. Materials 

Store all reagents at -20°C unless otherwise noted. Enzymes should be 
stored in a nonfrost-free freezer. 

2.1. PCR 

1. 10X PCR buffer: 50 mM KC1, 10 mM Tris-HCl, pH 8.3, 1.5 mM MgCl 2 . 

2. dNTP stock solution: Mixture containing 2.5 mM of the sodium salts of each of 
the four deoxyribonucleotide triphosphates (dATP, dCTP, dGTP, TTP) in 10 mM 
Tris-HCl, pH 7.0. 

3. Outer PCR primers: Mixture containing 5 \iM of forward and reverse primers for 
preamplification of the target region to be screened (see Note 1). 

4. PCR primers with T7 promoters: mixture containing 5 \iM of forward and reverse 
primers, with the T7 bacteriophage promoter sequence added to the 5' end of 
each primer. The binding sites for these primers should lie within the region 
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Fig. 2. Sensitivity of NIRCA for detecting mutations in mixed populations of nor- 
mal and mutant cells. Target regions (561 bp of human p53 genomic sequence span- 
ning exons 5-6) were amplified by PCR from a sample with a C > G mutation at 
position 13172 (accession no. X54156) and from a normal control. The PCR products 
were quantitated and mixed in known ratios prior to the transcription step of the assay, 
keeping the total amount of PCR product constant in each reaction. Following tran- 
scription and hybridization, samples were treated with a mixture of RNase 1 + RNase 
Tl for cleavage of the mismatches as described in the text. The cleavage products 
(approx 325 and 225 bp) were resolved from the full-length product on a 3% agarose 
gel. Lanes MW contain molecular size markers (100-bp ladder; Life Technologies). 
The percentage of mutant PCR product used in each assay ranges from 50 to 3.1%, as 
follows: lane 7, 50%; lane 2, 25%; lane 3, 12.5%; lane 4, 8.3%; lane 5, 6.25%; lane 6, 
4.2%; lane 7, 3.1%. Lane 8 has the wild-type (no-mismatch) control sample. The larger 
cleavage product is detected do wn to the level of 3 . 1 % . The sensitivity for detection of 
the smaller cleavage product is lower because less ethidium is bound to it (the amount 
of ethidium bound is proportional to the size of the fragment). The band migrating just 
below the full-length product is nonspecific. 



amplified by the outer PCR primers in item 3, if a nested PCR strategy is used 
(see Note 1). 

5. Thermostable polymerase. 

6. Distilled deionized water. 

2.2. Transcription of the PCR Product to Make Duplex RNA 

1. 10X Transcription buffer: 400 mM Tris-HCl, pH 8.0, 60 mM MgCl 2 , 20 mM 
spermidine HC1, 250 mM NaCl, 50 mM dithiothreitol. 
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Fig. 3. Detection of p53 mutations in bladder wash samples from cancer patients. 
Genomic DNA isolated from cell pellets recovered from bladder wash specimens of 
patients diagnosed with bladder cancer was used as template for amplifying p53 target 
regions as described in the text. Targets consist of 561 bp (exons 5 + 6). Samples were 
transcribed, hybridized, and treated with a mixture of RNase 1 + RNase Tl for cleav- 
age of mismatches as described in the text. Lanes marked MW contain molecular size 
markers as described in Fig. 2 legend. Lane PC contains a positive control with a known 
mutation, and lane NC contains normal control sample. Patient samples scored as posi- 
tive are indicated as MUT, while patient samples scored as NMD had no mutation 
detected. 



2. rNTP stock solution: Mixture containing 2.5 mM of the sodium salts of each of 
the four ribonucleotide triphosphates (ATP, CTP, GTP, UTP) in 10 mM Tris- 
HC1, pH 7.0. 

3. RNase-free distilled deionized water. 

4. T7 RNA polymerase, 20 U/uL. 

5. Hybridization solution: 50% deionized formamide, 25 mM NaCl, 5 mM diso- 
dium EDTA, pH 8.0. 

2.3. RNase Cleavage of Mismatches 

1. RNase digestion buffer (this reagent may be stored at room temperature). 

a. Recommended: RNase digestion buffer (pn no. 8527G; Ambion RNA Diag- 
nostics). This buffer contains components required for optimal mismatch 
cleavage by RNase 1 and RNase Tl. 

b. Alternative: 50 mM NaCl, 1 mM disodium EDTA, pH 8.0, 10 mM Tris-HCl, 
pH 7.5. This buffer is mainly useful with RNase A. 

2. 100X RNase 1 Stock Solution: 16.5 U/jxL recombinent RNase 1 from E. coli. Rec- 
ommended, RNase 1 Stock Solution (pn no. 2283G; Ambion RNA Diagnostics). 

3. 100X RNase Tl Stock Solution: 20,000 U/fiL recombinent RNase Tl from 
aspergillus. Recommended, RNase Tl Stock Solution (pn no. 2284G; Ambion 
RNA Diagnostics). 

4. (Optional) 1 00X RNase A Stock Solution: 0.165 mg/mL of RNase A from bovine 
pancreas (cat. no. R-5250; Sigma, St. Louis, MO) (approx 104 Kunitz units/mg 
protein), in 20 mM Tris-HCl, pH 7.5 
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2.4. Agarose Gel Analysis 

1. Gel-loading solution: 3 M NaCl, 10 mM Tris-HCl, pH 7.5, 0.05% bromophenol 
blue, 10 jxg/mL of ethidium bromide, 33% glycerol. Alternatively, High Resolu- 
tion Gel Loading Solution (cat. no. 8542G; Ambion) may be used. This reagent 
may be stored at room temperature. 

2. High-resolution agarose. 

3. 10X Tris-borate EDTA (TBE): 0.9 M Tris-borate, 20 mM EDTA. Store at room 
temperature. 

4. (Optional) Ethidium bromide stock solution: 10 mg/mL of ethidium bromide in 
distilled water. This solution may be stored at room temperature. 

2.5. Equipment and Supplies 

1. Equipment for preparing and running agarose gels: 

a. Horizontal electrophoresis box. Short, wide gel-boxes are most practical. 

b. Power source capable of at least 80 V. 

2. Ultraviolet (UV) transilluminator. 

3. Gel documentation system. A digital charge-coupled device camera is recom- 
mended. Alternatively, results may be recorded on Polaroid film. 

3. Methods 

3. 1. Amplification of Target Region 

Amplify the target region, typically ranging in size from 0.5 to 1 kb, from 
unknown and wild-type control samples and incorporate T7 phage promoters 
at each end of the amplified products (see Note 1). The use of software for 
computer-aided primer design is strongly recommended for choosing the PCR 
primers. Reaction volumes can be scaled according to user preference; two 
microliters of PCR product is needed for each sample in Subheading 3.2. 

For a 50-^L PCR, combine the following components and amplify the target 
with 25-30 cycles according to standard protocols (29): genomic DNA or first- 
strand cDNA, 5 ^L of 10X PCR buffer, 2.5 \iL of mixture of forward and 
reverse primers, 2.5 ^L of dNTP stock solution, water to final volume of 50 ^L, 
and 1 to 2 U of thermostable DNA polymerase. 

3.2. In Vitro Transcription of Amplified Target Region 

Transcribe the experimental and wild-type PCR products to make duplex 
RNA targets for RNase cleavage. Purification of the PCR products before tran- 
scription is not necessary, since the T7 promoter sequence in unincorporated 
PCR primers is single stranded, and therefore will not be recognized by T7 
polymerase. 

1. Prepare a transcription reaction master mix containing (by volume) 40% 
nuclease-free water, 15% 10X transcription buffer, 30% rNTP mix, and 15% T7 
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RNA polymerase. For each sample, 4 u,L of transcription reaction master mix is 
needed. Mix thoroughly by repeated pipetting or by gently flicking the reaction 
vessel. Do not mix by vigorous vortexing. Spin briefly if desired. 

2. Add 4 jxL of transcription reaction master mix to 2 jxL of each PCR product con- 
taining opposable T7 promoters (see Note 2). Mix gently but thoroughly. 

3. Incubate for 1 h at 37°C. 

4. Add 2 u,L of hybridization solution to each reaction and mix briefly. 

5. Heat reactions in a heat block at 95-105°C for 3-5 min. Remove the reactions 
and cool to room temperature (~ 5 min). Spin briefly if desired. This step permits 
complementary strands of wild-type and mutant transcripts to denature and 
reanneal to create the mismatches. Hybridization of the transcripts is very rapid 
owing to the high concentrations of the complementary transcripts and the low 
complexity of the reaction. If desired, the efficiency of the transcription reaction may 
be assessed at this point (see Note 3). Reactions may be stored at -20°C. 

3.3. Treatment of Hybridized Samples with RNases 

1. Prepare working solution containing RNase stock solution(s) diluted in RNase 
digestion buffer (see Note 4). The standard volume of RNase solution used for 
each sample is 24 jxL. Standard RNase dilutions are 1:100 for each RNase. 
RNase 1 and RNase Tl are generally mixed in a single solution. Use RNase A 
alone owing to its greater tendency to cause overdigestion/nonspecific cleav- 
age. The diluted RNase solutions may be mixed by gentle vortexing. 

2. Add 24 u,L of diluted RNase solution to each 8-u.L transcription reaction and mix 
thoroughly. To conserve RNase digestion reagents, the reactions may be scaled 
down; for example, 4-u.L aliquots of each transcription reaction may be removed 
to separate vessels (96-well U-bottomed microtiter plates are suggested) and 
treated with 12 u,L of RNase solution. Microtiter plates must be covered during 
incubation to prevent evaporation. 

3. Incubate the reactions for 30 min at 37°C. 

4. Add 6 u,L of gel loading solution to each sample and mix briefly. 

3.4. Analyzing RNase Cleavage Products on Agarose Gel 

1. Prepare a 2.5% high-resolution agarose gel in IX TBE (see Note 5). Well capac- 
ity should be approx 25-30 \ih. If desired, ethidium may be added to the lower 
buffer chamber to a final concentration of 0.5 jxg/mL to improve staining of very 
small fragments (free ethidium runs in the opposite direction from nucleic acid, 
i.e., toward the cathode). 

2. Load the reactions into the wells of the gel and run it at an appropriate voltage 
such that the dye band migrates approx 3 to 4 cm in about 30-45 min. Typically, 
this is achieved by running the gel at about 5 V/cm of distance between the anode 
and cathode, or at 80-90 V for short gel boxes. In the standard one-tube assay, 
the nominal final reaction volume is 38 jxL, so there will be some sample remain- 
ing after loading. It is acceptable for the gel and buffer to become slightly warm, 
but not hot, during the run. The exact voltage, temperature, and duration of elec- 
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trophoresis are not critical parameters. Restriction fragments of plasmid DNA 
(e.g., pUC19 cut with Sau3A) can be used as molecular size markers (the mobil- 
ity of duplex DNA is very similar to that of duplex RNA on native agarose gels). 

3. When the dye band has migrated about 2.5-3 cm from the well, transfer the gel to 
a UV transilluminator and examine it for the presence of cleavage products. 

4. Replace the gel in the buffer and continue electrophoresis for about 10-15 min 
longer. Examine the gel again under UV light and record the results (see Note 6). 
Mutations in experimental lanes are indicated by the presence of smaller 
subfragments that are not seen in the no-mismatch (wild-type) control lane. When 
assessing results using a digital camera, the image may be electronically manipu- 
lated to aid interpretation of the data (see Fig. 4 and Note 7). 

4. Notes 

1. This step is often accomplished using a two-step nested PCR strategy. The first- 
step PCR uses genomic DNA or first-strand cDNA as template and forward and 
reverse primers with no extra sequences. The second PCR step uses an aliquot of 
the first-step PCR as template, and forward and reverse primers containing T7 
promoters. The primer-binding sites for the second-step primers (or at least 
their 3' ends) are nested within the product amplified in the first-step PCR. The 
20-base consensus T7 promoter sequence is added to 5' end of both the forward 
and reverse primers used for the second-step (nested) PCR. The promoters are 
thus incorporated into the ends of the amplified target (this is analogous to add- 
ing restriction site sequences to the ends of PCR primers to yield amplified prod- 
ucts flanked by desired restriction sites). The consensus T7 promoter is: 5' 
TAATACGACTCACTATAGGG. The last three bases of the T7 promoter (GGG) 
comprise the transcription initiation site, that is, these are the first three bases of 
the transcripts, and the 3' end of the T7 promoter may be overlapped with the 5' 
end of the nested primer binding site to reduce slightly the size of the nested 
primers. The size of the nested T7 primers is typically in the range of 35-40 
bases. Keep in mind when designing primers that mismatches that occur very 
close to the ends of the targets may be difficult to detect, since the cleavage 
products will consist of one very small fragment and one large fragment very 
close in size to the full-length uncleaved target. For this reason, genomic targets 
are usually designed to contain a minimum of ~ 50 bp of intron sequence flanking 
the coding regions to be screened, and when large regions are screened as smaller 
contiguous subregions, the adjacent targets should overlap by at least 15% of 
their size. When screening long contiguous coding regions, a single pair of outer 
primers can sometimes be used to generate a product for several adjacent nested 
PCRs (/). Target regions are generally between about 0.5 and 1 kb, but longer 
targets have been used successfully (see Fig. 4 for an example of detection of 
mutations in target regions of 1.6 kb). 

It may not always be necessary to use the two-stage nested PCR procedure. In 
principle, a single PCR reaction can be done using primers containing the T7 
promoter sequences. However, the two-step amplification strategy compensates 
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Fig. 4. Comparison of RNase A and RNase 1/RNase Tl mixture for detection of 
mutations in APC targets. Target regions spanning 1637 bp of coding sequence from 
the long exon of the adenomatous polyposis coli (ape) gene, associated with colorectal 
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for suboptimal yields owing to variation in the quality of the clinical/experimen- 
tal samples and increases the specificity of the product when amplifying single- 
copy sequences from complex mixtures (genomic DNA or total RNA). When 
screening for mutations in plasmids, virus, bacteria, mitochondrial genes, exist- 
ing PCR products, or other high copy number, low complexity samples, a single- 
step PCR step generally can be used. 

2. If the experimental samples are known to be homozygous for the target region 
(e.g., when screening for mutations in X-linked genes from human males), 1 |iL 
of the second-step experimental PCR product should be mixed with 1 [iL of the 
second-step wild-type PCR product before transcription. When screening for 
somatic mutations in tumor samples, it is possible that mutations in autosomal 
genes may be homozygous owing to loss of the normal allele (loss of heterozy- 
gosity). However, in cases of loss of heterozygosity, it is likely that the wild-type 
sequence needed to create the mismatch will be provided by contaminating nor- 
mal cells present in the sample. 

3. To assess the efficiency of the transcription reaction, run all or some of the reac- 
tion after the hybridization step on a native agarose gel. As a control, also run the 
amount of PCR template that will be carried over in the transcription reaction 
(the amount of PCR product in the transcription reaction after hybridization is 
25% of the total volume). The amount of ethidium-staining material in the tran- 
scription reaction should be at least 10-fold greater than the amount of PCR prod- 
uct used as template (see Fig. 3). Any excess of one strand produced in the 
transcription reaction will be degraded in the RNase step and have no detrimental 
effect on the assay. 

4. Optimal concentrations of the RNases for particular targets may be determined 
empirically. The need to optimize RNase concentration for particular targets is 
generally greater for RNase A than for RNase 1 and RNase Tl. For A+U-rich 
targets or targets containing short A+U-rich regions, a reduction in RNase A 
concentration is usually required to prevent overdigestion. RNase 1 concentra- 
tions may need to be reduced when yields of duplex RNA are low or when screen- 
ing very long target regions (>1 kb). 



Fig. 4. (continued) cancer, were screened using the standard NIRCA protocol. Tran- 
scription reactions were scaled up twofold, and equal aliquots were treated separately 
with either RNase A (A,B) or a mixture of RNase 1 + RNase Tl (C,D), using the diges- 
tion buffers described in the text. Gels were imaged using a digital camera; (B,D) are the 
same gels shown in (A,C), respectively, but imaged using the contour filter option to 
enhance detection of faint cleavage products. Samples are shown in the same order for 
both gels. Lane WT, wild-type control; lanes 1-5, patient samples. Samples scored as 
positive are in lanes 1,2,4, and 5. Lane MW contains molecular size markers as described 
in Fig. 1 legend. Note that the samples treated with RNase A have more nonspecific 
cleavage products than the samples treated with RNases 1 + RNase Tl. 
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To optimize the RNase cleavage step, a pilot experiment may be carried out 
on a small panel of samples containing a no-mismatch control and one or more 
samples with mutations. The samples should be treated with the RNase stock 
solutions separately and, if desired, with a mixture of RNase 1 and RNase Tl. 
Use a range of RNase concentrations; for example, RNase stock solutions may be 
diluted 1:50, 1:100, and 1:300. Overdigestion is indicated by lack of all or most 
of the full-length duplex in the no-mismatch control, with samples running as 
diffuse smears. Overdigestion is more common with RNase A and RNase 1 than 
with RNase Tl, especially if yields of duplex RNA target are low. Overdigestion 
with RNase A tends to generate discrete bands, whereas overdigestion with 
RNase 1 usually results in diffuse smears. Overdigestion with RNase Tl is rare. 
Some targets will show nonspecific cleavage products owing to cleavage at 
hypersensitive sites (e.g., A+U-rich regions). Nonspecific fragments are those 
seen in every sample, including the no-mismatch control, and their presence 
is not indicative of a mutation (see Fig. 4). Underdigestion is suggested if 
there is no difference between RNase-treated and untreated samples. Typi- 
cally, there is a reduction in the total amount of duplex RNA as well as a detect- 
able background of diffuse nonspecific digestion products in RNase-treated 
samples, compared with untreated samples. This difference may be more pro- 
nounced for longer targets. If transcription was suboptimal, there will be very 
little duplex RNA, and the ethidium-staining material remaining after RNase 
treatment may consist of residual PCR template, which can be mistaken for 
uncleaved target duplex. To determine whether this is a problem, run aliquots of 
the RNase-treated no-mismatch control duplex, along with the amount of PCR 
product carried over in the reaction as a control, as described in Note 3. If the 
band intensities are equal, there is no duplex RNA in the treated sample, owing to 
poor yield of transcript or to overdigestion. 
5. Short gels are more practical than long ones because less agarose is required and 
samples can be easily run off the end of the gel, facilitating reuse of gels. For 
convenience, a single standard-length casting tray (-22 cm long) can be used to 
prepare several gels, by spacing multiple combs along the length of the tray at 
intervals of about 5 cm. Teflon combs are recommended. Chilling the gel at 4°C 
before removing the comb may help prevent the wells from tearing. Scrubbing 
the comb with hot tap water and a scouring sponge immediately after removing it 
from the solidified gel will minimize the tendency for it to cause agarose debris 
in the wells the next time it is used. Any shards of agarose or precipitated TBE 
present in the wells should be flushed out with running buffer before loading the 
samples. To minimize tearing of the wells, run the gel on an UV transparent tray 
that can be lifted out of the gel box and placed on the transilluminator for scoring 
samples. The agarose gels generally can be reused for analyzing multiple sets of 
samples. Run the fragments from the previous experiment off the bottom of the 
gel at low voltage prior to reuse. The TBE running buffer should be changed 
fairly frequently, after about 2 h of electrophoresis per liter of buffer. If the dye 
band becomes diffuse during electrophoresis, the buffer should be changed. 
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6. The following considerations should be kept in mind when scoring samples: 

a. Some targets will show nonspecific cleavage products owing to cleavage at 
hypersensitive sites, e.g., A+U-rich regions (this is more common with RNase A). 
Nonspecific fragments are those seen in every sample, including the no-mis- 
match control, and their presence is not indicative of a mutation. 

b. Occasionally, there may be nonspecific fragments that comigrate with mis- 
match-specific cleavage products in experimental lanes. This is more likely 
to be the case when RNase A is used for digestion (see Fig. 4). Experimental 
samples should be scored positive if they contain subfragments that show a 
significantly brighter fluorescent signal under UV light, compared with simi- 
lar-sized, and usually less distinct, fragments in the no-mismatch control lane. 

c. The closer the mutation is to the end of the target region, the longer the gel 
must be run in order to detect it. To rule out cleavage products larger than 
-90% of full length, gels must be run until the dye band has migrated ~4 cm 
(or has run off the bottom of a short gel) and carefully examined for the 
presence of a doublet running at the position of the full-length fragment in 
the no-mismatch control lane. 

d. Large cleavage products may be obscured when the amount of full-length duplex 
is very high. In cases of exceptionally high yields of RNA, large cleavage prod- 
ucts may be more easily detected by running a reduced amount of the reaction. 

e. Cleavage products of the same size that are seen repeatedly in multiple 
samples may be owing to common sequence polymorphisms. Mutations in 
experimental samples which are also heterozygous for polymorphisms can 
generally still be detected by the altered mobility of one fragment. 

f. Samples containing faint or poorly resolved cleavage products, barely detect- 
able over background, should be reanalyzed in a blinded test. If they are scored 
"plus-minus" a second time, they probably contain mutations. 

7. To improve detection of faint cleavage products in samples assessed using digital 
gel documentation systems, the image can be manipulated electronically. For 
example, exposure times can be integrated over longer intervals, gray-scale set- 
tings can be adjusted, and various filter options such as contour imaging can be 
used to make faint cleavage products more pronounced (see Fig. 4). However, to 
avoid false positives when electronically manipulating the image, it is important 
always to compare cleavage patterns of experimental samples with that of the 
no-mismatch control. 
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Mutational Analysis of the Neurofibromatosis 
Type 1 Gene in Childhood Myelodysplastic 
Syndromes Using a Protein Truncation Assay 

Lucy Side 



1. Introduction 

Neurofibromatosis type 1 (NF1) is a common autosomal dominant condi- 
tion affecting approx 1 in 3500 persons (1). Individuals with NF1 have a small 
but significant risk of developing cancers, primarily derived from neural crest 
tissues, such as astrocytic brain tumors and malignant peripheral nerve sheath 
tumours (7). In addition, children with NF1 are at increased risk of developing 
malignant myeloid disorders, particularly a form of myelodysplasia termed 
juvenile myelomonocytic leukemia (JMML) (2-4). Thus, NF1 may be consid- 
ered an heritable cancer syndrome, a group of disorders characterized by an 
increased risk of developing primary cancers. 

The majority of heritable cancer syndromes are caused by an inherited 
mutation in a single copy of a tumor suppressor gene (5-7). Tumor suppressor 
genes act to restrain cellular proliferation via several mechanisms including 
regulation of cell-cycle progression, signal transduction, and apoptosis. Clas- 
sically, tumor suppressor genes behave in a recessive manner at the cellular 
level such that inactivation of both alleles is required for the development of a 
cancer (5,6,8,9). This phenomenon, referred to as Knudson's two-hit hypoth- 
esis, was first described in relation to the childhood tumor retinoblastoma (10). 
Here, a germline mutation of the retinoblastoma gene (RBI) confers a cancer 
predisposition and a subsequent "second hit" inactivates the other RBI allele, 
allowing the malignant clone to develop. Similarly, in NF1, individuals with a 
germline mutation of the neurofibromatosis type 1 gene (NF1) have a higher 
incidence of malignant neural crest tumors and JMML. 
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The importance of tumor suppressor genes, however, is not restricted to a 
small number of individuals with familial cancer syndromes. Somatic muta- 
tions of these genes are often sustained in sporadic tumors. For instance, the 
TP53 tumor suppressor gene is the most frequently mutated gene in human 
malignancy (6). Other examples include the APC gene, inherited in familial 
adenomatous polyposis but frequently implicated in sporadic colon cancer (11), 
and RBI, which is involved in the pathogenesis of many small-cell lung carci- 
nomas (6). Thus, the study of the genetics of heritable cancer syndromes has 
greatly enhanced our general understanding of the events resulting in tumor 
formation. This rationale led to our study of the NF1 gene, in order to establish 
its role as a tumor suppressor gene in pediatric myelodysplasia in patients both 
with and without NF1 (12,13). 

In common with other tumor suppressor genes, NF1 has proved a difficult 
target for mutational analysis. NF1 is a large gene, comprising a 12 kb mRNA 
that encodes 59 exons and a 327 kDa protein (14). Historically, conventional 
mutation detection methods including Southern blotting and single-strand con- 
formation polymorphism analysis have proved relatively insensitive, detecting 
only 20% of NF1 mutations in patients with an established clinical diagnosis 
of NF1 (15). These problems are compounded by the fact that there does not 
appear to be a particular mutational "hot spot" in the NF1 gene, and thus, it is 
necessary to analyze the entire coding sequence in the majority of patients with 
unknown mutations (15). Approximately 80% of documented NF1 gene alter- 
ations are nonsense or frameshift mutations and would be predicted to cause 
premature translation termination with consequent truncation of the protein 
(15-17). For this reason, the in vitro transcription and translation technique 
(IVTT), also referred to as the protein truncation assay, has been successfully 
adapted for screening for mutations in NF1 (16,17). 

The protein truncation assay has been shown to be sensitive, detecting 67-70% 
of germline NF1 mutations, and has a specificity approaching 100% (Michael 
Luce, personal communication). Because only truncating mutations are 
detected, there is no need for extensive investigation of rare polymorphisms in 
order to determine whether they are pathogenic. In addition, because total 
cellular RNA is used as template, detailed knowledge of the genomic organi- 
zation of a gene is not necessary. Thus, the protein truncation assay has 
proved an efficient method for analyzing candidate genes for mutations in 
human disease. This approach has been successful in establishing the role of 
a number of tumor suppressor genes including DPC4/SMAD4 in pancreatic 
malignancies and PTEN/MMAC1 in a variety of tumors including primary 
glioblastomas (18,19). 

The protein truncation assay was developed by two groups and originally 
was used for screening the dystrophin gene (DMD) in Duchenne muscular dys- 
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trophy and APC in patients with familial adenomatous polyposis (20,21). 
Reverse transcriptase-polymerase chain reaction (RT-PCR) is used to amplify 
overlapping fragments of the coding sequence; in the case of NF1, we and 
others have found that RT-PCR products of approx 2 kb proved optimal for 
analysis (12,17). The sense oligonucleotide primer is designed to encode a T7 
RNA polymerase promoter sequence as well as a translation initiation sequence 
(see Table 1) (12,17). Transcription and translation of the RT-PCR template 
can then be carried out as a coupled reaction, in a single tube, using a commer- 
cially available rabbit reticulocyte lysate mix (Promega, Madison, WI) to which 
a radiolabeled amino acid, such as 35 S-methionine, has been added. This 
enables in vitro synthesis of labeled polypeptides, which are then denatured 
and resolved by electrophoresis on a sodium dodecyl sulfate (SDS)-polyacry- 
lamide gel. Truncated peptides generated from nonsense or frameshift muta- 
tions in the original coding sequence appear as additional smaller bands 
compared to the gene product of the normal allele. The size of the abnormal 
truncated protein may be estimated by comparison with a prestained protein 
marker; this allows the approximate position of the mutation in the coding 
sequence to be calculated. 

RT-PCR product that gives rise to the truncated protein may then be cloned 
into a plasmid vector and dideoxy sequencing performed to confirm the puta- 
tive mutation. However, a potential problem is that mRNAs harboring truncat- 
ing mutations may be selectively degraded by various mechanisms such as 
exonucleolytic digestion (22). Consequently, this RT-PCR product may be 
under-represented in the cloning reaction compared with that derived from the 
normal allele. Binnie et al. (23) have devised a strategy to circumvent this 
problem, which we have also used in our analysis of patients with NF1 and 
myeloid disorders. Plasmid DNA is extracted from individual clones and sub- 
jected to a second round of IVTT. These polypeptides are analyzed by gel 
electrophoresis; only clones that are known to give rise to a truncated protein 
are then selected for sequencing. Because the position of the nucleotide 
alteration may be inferred from the size of the truncated peptide with rea- 
sonable accuracy (within approx 100 nt), appropriate primers can be 
designed, thus obviating the need to sequence the entire 2-kb RT-PCR prod- 
uct. We and others have found that this technique, termed second-stage IVTT, 
significantly reduces unnecessary sequencing of numerous plasmid clones that 
represent the normal allele (12,23). 

In our experience, therefore, the protein truncation assay has proved an effi- 
cient method of detecting mutations in a large gene such as NF1 (12,13). Obvi- 
ously the quality of RNA extracted is crucial to the success of the assay, but we 
have used both fresh and frozen human blood and bone marrow mononuclear 
cells, as well as lymphoblastoid cell lines, with good results, despite the fact 



Table 1 

Oligonucleotide Primers for PCR Amplification of NF1 Coding Sequence 3 

Segment Nucleotides spanned* Exons Product size (bp) Primer sequence 6 ' 1 '' 

1 1-1868 l-12b 1868 IF: ATG GTT ATA AGC GGC CTC ACT AC 

1R: TG ACA GGA ACT TCT ATC TGC CTG CTT A 

2 1468-3583 10b-21 2115 2F: ATG GTG AAA CTA ATT CAT GCA GAT 

2R: T GTC AAA TTC TGT GCC TTG 

3 3217-5256 19b-29 2039 3F: ATG GAA GCA GTA GTT TCA CTT 

^ 3R: TAG GAC TTT TGT TCG CTC TGC TGA 

g 4 4998-6987 28-38 1989 4F: ATG GAG T AC ACC A AG TAT CAT GAG 

4R: TAT ACG GAG ACT ATC TAA AGT ATG CAG 
5 6574-8404 35-49 1830 5F: ATG GAG GCA TGC ATG AG A GAT ATT C 

5R: T CTG CAC TTG GCT TGC GGA T 

"From ref. 17 with permission, bp, base pairs; F, forward primer; R, reverse primer. 

''Numbering corresponds to cDNA sequence with base 1 representing the A of the initiating ATG. 

'Forward primer should be tagged with the following T7 promoter sequence and eukaryotic translation initiation site at its 5' end: 5'- 
GGATCCTAATACGACTCACTATAGGGAGACCACC-3'. 

''Forward and reverse primers should be tagged with appropriate sequences at the 5' end if the CloneAmpkit is to be used (see manufac- 
turer's instructions). 
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that NF1 is not expressed at high levels in these tissues. We have also successfully 
adapted the assay to analyze candidate tumor suppressor genes in other hematopoi- 
etic malignancies (L. Side, A. Banerjee, and K. M. Shannon, unpublished data). 

2. Materials 

2. 1. Mononuclear Cell Separation 

1. Culture medium: 90% RPMI 1640, 10% fetal bovine serum (Gibco-BRL, 
Gaithersburg, MD). 

2. Density gradient: Histopaque™-1077 (Sigma, St. Louis, MO). 

2.2. RNA Preparation 

1. TRIzol™ reagent (Gibco-BRL). 

2. Chloroform. 

3. Isopropanol. 

4. 75% Ethanol in RNase-free water. 

5. RNase-free water (add 0.01% diethylpyrocarbonate to distilled water in glass 
bottles, allow to stand overnight, and autoclave). 

2.3. First-Strand cDNA Synthesis 

1. Superscript'" II RNase H-Reverse Transcriptase (200 U/uL) (Gibco-BRL). 

2. 5X First-strand buffer: 250 mM Tris-HCl, pH 8.3, 375 mM KC1, 15 mM MgCl 2 , 
supplied with enzyme. 

3. 0.1 M dithiothreitol (DTT) (supplied with enzyme). 

4. 25 mM dNTPs (25 mM each of dATP, dCTP, dGTP, and dTTP) (Gibco-BRL). 

5. RNasin (40 U/jxL) (Promega, Madison, WI). 

6. Random hexamer pd(N) 6 (1 mg/mL) (Pharmacia, Washington, DC). 

7. Single-strand DNA-binding protein (US Biochemical, Cleveland, OH). 

8. RNase-free water. 

2.4. Polymerase Chain Reaction 

1 . 10X PCR buffer II (Perkin-Elmer, Foster City, CA). 

2. 25 mM MgCl 2 (supplied with buffer). 

3. 10 mM dNTPs (10 mM each of dATP, dCTP, dGTP, and dTTP). 

4. AmpliTaq™ DNA polymerase (5 U/uL) (Perkin-Elmer). 

5. Single-strand DNA-binding protein (US Biochemical). 

6. Oligonucleotide primers (diluted to a concentration of 10 pmol/jxL for each 
primer). Refer to Table 1 for details of sequences. 

7. AmpliWax™ PCR Gem 100 (Perkin-Elmer). 

8. Sterile distilled water. 

9. Perkin-Elmer 9600 thermocycling machine. 

2.5. Agarose Gel Electrophoresis 

1 . IX TAE buffer: 50X TAE buffer contains 242 g of Tris base, 57. 1 mL of glacial 
acetic acid, and 100 mL of 0.5 M EDTA, pH 8.0; adjust to 1 L total volume with 
distilled water. 
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2. Ethidium bromide (10 mg/mL stock solution). 

3. DNA-grade agarose. 

4. 10X Gel-loading dye: 0.25% bromophenol blue, 0.25% xylene cyanol, 15% 
Ficoll-400 (Pharmacia). 

5. XHindlll DNA molecular marker (Gibco-BRL). 

6. Distilled water. 

2.6. IVTT Reaction 

1. TNT T7 coupled reticulocyte lysate system (Promega). 

2. RNasin (40 U/uL) (Promega). 

3. EXPRE 35 S 35 S Translabel (Dupont NEN, Wilmington, DE). 

4. PCR-amplified DNA template. 

2.7. Sodium Dodecyl Sulfate Polyacrylamide Gel Electrophoresis 

1 . Reducing sample buffer: 10 mL of 1 M Tris-HCl, pH 6.8, 8 mL of 20% SDS, 4 mL 
of 2-|3-mercaptoethanol, 8 mL of glycerol, 50 mL of sterile distilled water, 50 mL 
of 10% bromophenol blue. 

2. 40% Acrylamide/bis solution (37.5:1) (Bio-Rad, Hercules, CA). 

3. Stacking gel buffer stock: 0.5 M Tris-HCl, pH 6.8. Dissolve 6 g of Tris in 40 mL 
of distilled water, titrate to pH 6.8 with HC1, and adjust the volume to 100 mL 
with water and a filter. 

4. Resolving gel buffer stock: 3 MTris-HCl, pH 8.8. Dissolve 36.3 g of Tris in 50 mL of 
distilled water, titrate to pH 8.8 with HC1, and adjust volume to 100 mL with 
water and a filter. 

5. 2% Ammonium persulfate solution: Add 0.2 g of solid ammonium persulfate to 
10 mL of distilled water. 

6. TEMED (Bio-Rad). 

7. 10% SDS solution: Dissolve 10 g of SDS in 100 mL of distilled water. 

8. Glass plates (20 x 20 cm) with 0.75 mm spacers (e.g., Protean II, Bio-Rad). 

9. Running buffer (Tris:glycine:SDS, pH 8.3): For a 10X stock dissolve 30.3 g of 
Tris base, 144.0 g of glycine, and 10.0 g of SDS and adjust the volume to 1 L with 
sterile distilled water. 

10. Prestained protein marker (e.g., Kaleidoscope prestained standards; Bio-Rad). 

2.8. Fixation and Development 

1. Fixative solution: 30% methanol, 10% glacial acetic acid (for 1 L add 600 mL of 
distilled water to 100 mL of glacial acetic acid and 300 mL of methanol). 

2. (Optional) Entensify™, solutions A and B (DuPont). 

3. Gel dryer (e.g., Model 583; Bio-Rad). 

2.9. Cloning into Plasmid Vector/Dideoxy Sequencing 

1. Low-melting-temperature DNA-grade agarose (e.g,. NuSieve GTG™; FMC 
Bioproducts, Rockland, ME). 
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2. IX TAE buffer: 50X TAE buffer contains 242 g of Tris base, 57. 1 mL of glacial 
acetic acid, and 100 mL of 0.5 M EDTA, pH 8.0, adjust to 1 L total volume with 
distilled water. 

3. Ethidium bromide (10 mg/mL). 

4. 10X Gel-loading dye: 0.25% bromophenol blue, 0.25% xylene cyanol, 15% 
Ficoll-400. 

5. kHindlll DNA molecular marker (Gibco-BRL). 

6. Distilled water. 

7. GENECLEAN™ kit (Bio 101, La Jolla, CA) or other appropriate reagents for 
agarose gel purification of PCR product. 

8. Clone Amp™ kit (Gibco-BRL) or other suitable plasmid cloning reagents. 

9. 10X Annealing buffer for CloneAmp kit: 0.2 M Tris-HCl, pH 8.4, 0.5 M KC1, 
15mMMgCl 2 . 

10. Subcloning efficiency DH5a™ competent cells (Gibco-BRL). 

1 1 . SOC medium: 20 g of bacto-tryptone, 5 g of bacto-yeast extract, 0.5 g of NaCl, 
and distilled water to 1 L; autoclave, and add 20 mL of 1 M glucose and 5 mL of 
2 M MgCl 2 . 

12. LB agar plates: 10 g of bacto-tryptone, 5 g of bacto-yeast extract, 10 g of NaCl, 
distilled water to 1 L, and 15 g bacto-agar; autoclave, cool to 50°C, and add 
antibiotics containing 100 u,g/mL of ampicillin (Sigma) and 50 u,g/mL of Xgal 
(Sigma). 

2.10. Second-Stage IVTT and Dideoxy Sequencing 

1. LB medium: 10 g of bacto-tryptone, 5 g of bacto-yeast extract, 10 g of NaCl, and 
distilled water to 1 L; autoclave, cool to 50°C, and add antibiotics containing 
50 u,g/mL of ampicillin (Sigma). 

2. TENS solution: 1 mL of 50X TE, 2.5 mL of 10% SDS, 1 mL of 5 M NaOH, 
sterile distilled water to 50 mL. 

3. 3 MNaOAc, pH 5.2: 408.1 g of sodium acetate, 800 mL of distilled water, adjust 
pH to 5.2 using glacial acetic acid, make up volume to 1 L with distilled water, 
and autoclave. 

4. Absolute ethanol. 

5. TNT T7 coupled reticulocyte lysate system, RNasin (40 U/uL), EXPRE 35 S 35 S 
Translabel (see Subheading 2.6.)- 

6. (Optional) Sequenase™ Version 2.0 DNA sequencing kit (US Biochemical). 

3. Methods 
3.1. Specimens 

Five to ten microliters of whole blood in EDTA or a minimum of 1 mL of 
aspirated bone marrow cells in a heparinized container is required. The use of 
preservative-free heparin is preferable. Specimens should be shipped at room 
temperature overnight, and cell separation ideally should be performed as soon 
as possible following receipt of the specimen. Frozen blood or bone marrow 
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samples may also be used for RNA preparation; vials should contain at least 
1 x 10 7 mononuclear cells and be thawed rapidly at 37°C to prevent degrada- 
tion by RNases. 

3.2. Mononuclear Cell Separation 

1. Add an equal volume of culture medium to whole peripheral blood in a conical 
polypropylene tube. Dilute 1 vol of bone marrow with 3 vol of medium. 

2. Carefully layer diluted whole blood or bone marrow onto an equal volume of 
Histopaque-1077 in a conical polypropylene tube, to avoid disturbing the interface. 

3. Centrifuge at 2000g for 20 min at room temperature. 

4. Using a Pasteur pipet, carefully aspirate the opaque interface ("buffy coat") into a 
clean 15-mL conical tube. Add medium to 10 mL. Centrifuge at lOOOg for 7 min. 

5. Aspirate off the supernatant and resuspend the cell pellet in 1 mL of medium. 
Count the cells. Cells not intended for immediate use should be frozen in an 
appropriate medium and stored in liquid nitrogen. 

3.3. Preparation of RNA 

RNA is prepared using TRIzol reagent according to the manufacturer's 
instructions, with minor modifications. 

1. After counting, pellet the cells by centrifugation. Aspirate off the supernatant. 

2. Add 1 mLof TRIzol reagent per 1 x 10 7 cells in a polypropylene tube. Using a 
syringe and a 25-gauge needle, aspirate the cells and TRIzol repeatedly in order 
to lyse the cells (seven or eight times is usually sufficient). At this point, the 
sample may be transferred to a 1.5-mL microcentrifuge tube if the required vol- 
ume of TRIzol is 1 mL or less. 

3. Incubate the lysed cells in TRIzol for 5 min at room temperature (15-30°C). 

4. Add 0.2 mL of chloroform/mL of TRIzol and shake the tubes in order to mix the 
contents thoroughly. Incubate at room temperature for 2 to 3 min. Centrifuge at 
4000g for 30 min at 4°C. 

5. Aspirate off the upper aqueous phase and transfer to a clean tube. Avoid disturb- 
ing the interface, because this may result in contamination of the RNA prepara- 
tion by DNA. 

6. Add isopropanol to the aqueous phase (use 0.5 mL of isopropanol/mL of TRIzol 
used in step 2). Mix and incubate at room temperature for 10 min. Centrifuge at 
4000g for 30 min at 4°C. The precipitated RNA should form a clear pellet at the 
bottom of the tube. 

7. Aspirate off the supernatant and wash with 75% ethanol (use 1 mL of ethanol/mL 
of TRIzol used in step 2). Briefly vortex to expose the pellet to ethanol, and 
centrifuge at 4000g for 10 min. 

8. Remove the supernatant and air-dry the RNA pellet for 10 min to allow any 
remaining ethanol to evaporate. Dissolve the pellet in an appropriate volume of 
RNase-free water; incubating the solution in a 55°C water bath for 10 min will 
facilitate this. 
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9. Determine the concentration of RNA in solution using a spectrophotometer at 
A 260 . One A 260 unit of single-stranded RNA corresponds to a concentration of 
40 u,g/mL. Pure RNA preparations should have an A 260 A 280 ratio of 2.0. RNA 
should be stored at -70°C to prevent degradation. 

3.4. First-Strand cDNA Synthesis 

1. Add 1 uL of random hexamers (1 mg/mL of pd(N) 6 ) to an RNase-free 500- uL 
microcentrifuge tube, together with a volume of RNA constituting between 3 and 
5 u,g (to a maximum volume of 1 1.5 jxL). Add RNase-free water to bring the total 
volume to 12.5 (iL (see Note 1). 

2. Incubate at 70°C for 10 min. Quench the reaction on ice for 2 min. Briefly spin 
and set back on ice. 

3. To each tube, add 5 ^L of first-strand buffer, 2 ixL of 0. 1 M DTT, 1 u,L of 25 mM 
dNTPs, 0.5 \ih of RNasin (40 U/uL), 1 uL of single-strand DNA-binding protein 
(0.5 mg/mL), and 1.5 jxL of RNase-free water. 

4. Add 1.5 (iL of Superscript II RNase H-Reverse Transcriptase (200 U/uL) to each 
tube and incubate at 37°C for 1 h. The total reaction volume should equal 25 uL. 

5. Inactivate enzymes by heating to 65°C for 10 min. 

6. Store synthesized cDNA at -20°C. 

3.5. Polymerase Chain Reaction 

1. Aliquot the following into a sterile 200-jiL tube for each PCR reaction (total 
volume of 40 ixL): 2 ixL of first- strand cDNA template, 4 uL of 10X PCR buffer 
II, 3.2 u,L of 25 mM MgCl 2 , 1 ixL of 10 mM dNTPs, 3 uL of forward primer 
(10 pmol/uL), 3 [ih of reverse primer (10 pmol/uL), and 23.8 jxL of sterile dis- 
tilled water. A master mix using n+\ (in which n is the number of samples to be 
analyzed) volumes of these reagents (excluding template) may be made. 

2. Add one AmpliWax PCR Gem 100 to each tube, apply the caps, and incubate at 
80°C for 5 min. Cool to 25°C for 10 min. Step 2 should be performed in a 
thermocycling machine such as the Perkin-Elmer 9600 model. 

3. Make up the top mix for the hot start PCR. For each reaction use (volume of 10 \iL): 
1 \xL of 10X PCR buffer II, 0.8 ixL of 25 mM MgCl 2 , 0.5 uL of single-strand 
DNA-binding protein (0.5 mg/mL), 0.5 uL of AmpliTaq DNA polymerase (5 U/jiL), 
and 7.2 uL of sterile distilled water. Again, a master mix using n+\ (in which n 
is the number of samples to be analyzed) volumes of these reagents may be made. 

4. Pipet 10 uL of the top mix onto the cooled AmpliWax gem taking care not to 
puncture the layer. Cap the tube. 

5. Perform PCR amplification in a Perkin-Elmer 9600 thermocycling machine using 
the following conditions: initial denaturation step at 95°C for 1 min, followed by 
40 cycles of PCR at 95°C for 30 s, 62.5°C for 30 s and 72°C for 90 s with a single 
final elongation step of 72°C for 10 min. Cool to 15°C. 

6. Visualize the amplified PCR product in all the reactions by agarose gel electro- 
phoresis. Use a 1% agarose gel and IX TAE running buffer. Load 5 (iL of PCR 
product plus 1 uL of 10X gel-loading dye and include a lane containing a XHindlll 
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marker in order to assess the size of the product. Run at 90 V until the dark blue 
dye front is approximately two-thirds down the gel. 
7. Stain the gel with ethidium bromide. Visualize the DNA on an ultraviolet (UV) 
transilluminator and photograph the gel. 

3.6. IVTT Reaction 

1 . Add 2 [iL of PCR product to a sterile 500-jxL microcentrifuge tube. 

2. For each IVTT reaction use 4 jxL of rabbit reticulocyte lysate, 0.33 jxL of TNT 
buffer, 0.16 jxL of amino acid mix minus methionine, 0.16 jxL of RNasin, 1.14 |xL 
of 35 S frans-labeled methionine (equivalent to 10 jxCi/reaction), and 0.25 u,L of 
T7 RNA polymerase. Make up a master mix using n + 1 volumes of these reagents, 
in which n is the number of samples to be analyzed. 

3. Add 6 jxL of the master mix to the 2-jxL aliquot of PCR product in the 
microcentrifuge tube. Pipet to mix taking care not to introduce bubbles into the 
reaction. 

4. Incubate in a 30°C water bath for 1 h. Reactions may be stored at 4°C for up to 
24 h prior to electrophoresis. 

3.7. Sodium Dodecyl Sulfate Polyacrylamide Gel Electrophoresis 
of IVTT Products 

1. Make an SDS polyacrylamide (12.5%) gel for protein electrophoresis using 20 x 20 
cm glass plates with 0.75-mm spacers. Set the apparatus vertically. 

2. For the resolving gel, mix 9.375 mL of 40% acrylamide:bisacrylamide (37.5:1), 
3.75 mL of resolving gel buffer (3 M Tris, pH 8.8), 0.3 mL of 10% SDS, 1.5 mL 
of 1.5% ammonium persulfate, and 15 mL of dH 2 0. Add 0.015 mL of TEMED, 
swirl briefly, and pour. Layer with 0.2 mL of isobutanol. Allow the gel to poly- 
merize (20-30 min). Rinse off the isobutanol using distilled water. 

3. Mix reagents for the stacking gel (1.875 mL of 40% acrylamide:bisacrylamide 
[37.5:1], 5 mL of stacking gel buffer [0.5 M Tris, pH 6.8], 0.2 mL of 10% SDS, 1 mL 
of 1.5% ammonium persulfate, and 11.9 mL of dH20). Add 0.015 mL of 
TEMED, swirl, and pour. Insert the comb. Allow at least 20 min to polymerize. 

4. Make up IX running buffer from 10X stock (Tris:glycine:SDS as per Subhead- 
ing 2.7.). Remove the combs from the stacking gel and construct a vertical gel 
apparatus. Pour IX buffer into the upper and lower reservoirs. Flush the wells of 
the stacking gel thoroughly with IX running buffer taking care not to disrupt them. 

5. Aliquot 25 jxL of reducing sample buffer into sterile 500-uL microfuge tubes. 
Add 3 uL of the IVTT reaction product to each tube. Heat to 95°C for 5 min and 
then quench on ice. Spin briefly to collect the liquid at the bottom of the tubes 
and replace on ice. Load samples onto a 12.5% sodium dodecyl sulfate polyacry- 
lamide gel electrophoresis (SDS-PAGE) gel immediately. A prestained protein 
marker should also be denatured and run on each gel in order to determine the 
size of any truncated protein product detected. 

6. Run each gel at 30 mA of constant current until the dye front is close to the 
bottom of the gel. This should take approx 3.5-4 h. 
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3.8. Fixation and Development of SDS-PAGE Gels 

1. Immerse the gel in a solution of 30% methanol, and 10% acetic acid for 30 min, 
preferably while gently agitating on a shaking table. Repeat. 

2. (Optional). Enhance signal using an intensifying solution (Entensify, DuPont). 
Soak the gel in Entensify solution A, for 30 min, while shaking. Transfer the gel 
to Entensify solution B for 30 min, continuing to shake for the duration. 

3. Affix the gel to filter paper and cover with cling film. Dry using a vacuum gel 
dryer at 65 °C for 2 h. 

4. Expose the gel to film overnight in a sealed cassette (less exposure time may be 
required if the signal has been enhanced). An in vitro synthesized truncated pro- 
tein, if present, will appear as an additional smaller band compared to that of the 
full-length polypeptide (see Note 2). 

3.9. Cloning into Plasmid Vector 

1. Reverse transcriptase-PCR product (from Subheading 3.5.), which gives rise to 
a truncated peptide by IVTT should be purified from an agarose preparative gel 
prior to cloning into a plasmid vector. A 1% low melting point agarose gel run in 
IX TAE buffer is suitable. Run the remaining PCR product (approx 45 u,L) plus 
5 u,L of 10X gel-loading dye and include a lane containing a kHindlll marker. 
Stain the gel with ethidium bromide, visualize the DNA on a UV transillumina- 
tor, and excise the correctly sized band from the gel. 

2. Purify the PCR product from the agarose prep gel using a suitable method. We 
use the GENECLEAN kit according to the manufacturer's instructions. Check 
the DNA yield on a 1% agarose gel. 

3. Clone purified DNA into a suitable plasmid vector. We use the pAMPl vector 
using the CloneAmp kit according to the manufacturer's instructions, with minor 
modifications. However, if this method is to be used, PCR primers will need to 
be designed accordingly (see Table 1). To 100-200 ng of DNA add 1 u,L of 
pAMPl vector DNA, 1 uEof uracil DNA glycosylase, 0.75 ixL of 10X annealing 
buffer, and sterile distilled water to a total volume of 10 u.L. Incubate at 37°C for 
up to 2 h. 

4. Use 5 u,L of annealing reaction mix to transform competent cells according to the 
manufacturer's instructions. We find that DH5a subcloning efficiency compe- 
tent cells provide a satisfactory transformation efficiency. 

3.10. Second-Stage IVTT/Dideoxy Sequencing (see Note 3) 

1. Culture individual colonies overnight in 2 mL of selective medium (LB contain- 
ing 50 ng/mL of ampicillin). Harvest the cells by centrifugation and prepare plas- 
mid miniprep DNA as in step 2 or by a suitable alternative method. 

2. Resuspend the cell pellet in 50 u,L of supernatant. Add 300 u,L of TENS and 
vortex. Add 150 u,L of 3 M NaOAc, pH 5.2, vortex and spin in a microcentrifuge 
at 12,000-15,000 rpm for 2 min. Transfer the supernatant to a clean tube, add 900 u,L 
of ice-cold 100% ethanol, vortex, and spin at 12,000-15,000 rpm for 3 min. Pour 
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off the supernatant, wash the pellet in 1 mL of 70% ethanol, air-dry, and resus- 
pend in 30 jxL of water. 

3. Use 2 [ih of plasmid DNA from step 2 as template for a second IVTT reaction. 
Follow the protocol from Subheadings 3.5.-3.8. inclusive. 

4. Plasmid-derived IVTT products should be separated by gel electrophoresis (see 
Subheading 3.7.) and the gel examined to determine whether the resulting 
polypeptides comigrate with either the normal full-length or abnormal truncated 
protein. Only plasmid DNA giving rise to a truncated protein need be sequenced. 

5. Perform dideoxy sequencing reactions using the Sequenase Version 2.0 DNA 
sequencing kit according to the manufacturer's instructions, or an alternative 
automated method. The size of the truncated polypeptide should first be esti- 
mated by comparison to a prestained protein standard. Oligonucleotide primers 
for sequencing may then be designed to anneal approx 100 nt upstream of the 
predicted mutation site and the exact nucleotide sequence of the mutation deter- 
mined (see Notes 4 and 5). 

4. Notes 

1. Regarding cDNA synthesis from a large transcript such as NF1, the use of ran- 
dom hexamers, as opposed to a gene-specific antisense primer or an oligo-dT 
primed reaction, appears to increase the efficiency of the reverse transcription 
step (Michael Luce, personal communication, and our own experience). In par- 
ticular, we have found that this provides better representation of the 5' end of the 
gene. If IVTT is to be adapted for mutation screening of other genes, the method 
used for cDNA synthesis may need to be modified for optimal results. 

2. Two exons oiNFl, exons 23a and 48a (14), are known to be alternatively spliced. 
In some tissues or samples, greater representation of alternatively spliced 
isoforms is a potential source of confusion when interpreting SDS-PAGE gels 
for the presence of truncated proteins (12). 

3. Prior to embarking on second-stage IVTT and sequencing of RT-PCR products 
giving rise to a truncated protein, we have performed duplicate RT-PCR and 
primary IVTT reactions on the sample. This is done to reduce the possibility of 
sequence alterations generated by Taq polymerase error being misinterpreted as 
potential truncating mutations. 

4. To minimize the possibility of error, we recommend confirming the presence of 
mutations found in cDNA sequence in patient genomic DNA. For NF1 we used 
intron-based primers to amplify short sequences of genomic DNA for cloning 
and dideoxy sequencing (14,24). PCR products using these primers included the 
flanking splice acceptor and donor sequences, and in a number of our patients 
with NF1, this was the site of the mutation (12,13). 

5. Other groups (25) have documented the presence of abnormal RT-PCR products 
lacking part of the coding sequence and with breakpoints coincident with intron/ 
exon boundaries. These products give rise to truncated peptides using IVTT, but 
the genomic DNA sequence from these patients is normal. They are thought to 
represent rare pre-mRNA species and should not be misinterpreted as mutations. 
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We have not encountered this problem with the conditions described above for 
RT-PCR oiNFl sequence. However, we have found it to be a confounding factor 
with other candidate tumor suppressor genes that we have analyzed (L. Side, A. 
Banerjee, and K. M. Shannon, unpublished data). In this case, our approach has 
been to perform RT-PCR and IVTT on duplicate cDNA synthesis reactions from 
the same RNA sample. Since these aberrant pre-mRNA splicing products are 
rare, they are unlikely to give truncated proteins in duplicate reactions. 
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Mutation Analysis of Cancer 
Using Automated Sequencing 

Amanda Strickson and Carrie Fidler 

1. Introduction 

There are a variety of methods for the detection and definition of mutations 
in disease states including cancer. For the detection of unknown mutations, 
several screening techniques are available including single-strand conforma- 
tion polymorphism (SSCP) (7), protein truncation test (PTT) (2), heteroduplex 
analysis (HDA) (3), temperature gradient gel electrophoresis (TGGE) (4), 
denaturing gradient gel electrophoresis (DGGE) (5), and more recently, dena- 
turing high-performance liquid chromatography (DHPLC) (6). Once detected, 
mutations are defined by DNA sequencing, and, thus, this is the "gold stan- 
dard" method for mutation analysis. DNA sequencing, since its development 
in the late 1970s (7,8), has become one of the most important and widely used 
tools in the molecular biology laboratory. Automated DNA sequencing was 
developed in the late 1980s and has the major advantages of a fluorescence- 
based detection system using a laser rather than radioactive detection, and 
automatic base-calling rather than manual base calling from a sequencing gel 
autoradiograph. 

A number of sequencing protocols are available to the researcher, which 
utilize different sequencing enzymes and different labeling options. The proto- 
col of choice is dependent on the sequencing application. Cycle sequencing is 
a reproducible method for the direct sequencing of polymerase chain reaction 
(PCR) products (9). Direct sequencing is preferential for mutation analysis 
because it eliminates time-consuming subcloning procedures and avoids errors 
owing to the lower fidelity of thermostable polymerases that may show up in 
cloning of PCR products (10). Until recently, cycle sequencing of PCR prod- 
ucts was not ideal because uneven signals were generated when using Tag or 

From: Methods in Molecular Medicine, vol. 68: Molecular Analysis of Cancer 
Edited by: J. Boultwood and C. Fidler © Humana Press Inc., Totowa, NJ 

171 



1 72 Strickson and Fidler 

similar thermostable enzymes. These uneven peaks were caused by uneven 
incorporation of nucleotides and made it difficult to search for heterozygous 
point mutations. However, new types of thermostable enzymes such as Thermo 
Sequenase are now available that give much more even incorporation of the 
nucleotides and have much improved the signal quality. 

Several groups have successfully identified mutations in cancers and leuke- 
mias using cycle sequencing. p53 is the most commonly mutated gene in human 
cancers with approx 90% localized to exons 5-8 (9). p53 gene mutations have 
been identified by cycle sequencing in breast and ovarian tumors (11), as well 
as in the peripheral blood and spleens of patients with hairy cell leukemia (12). 
Cycle sequencing has also been used successfully in the study of other gene 
mutations including ras and neurofibromatosis 1 (NF1) genes (13). Luria et al. 
(14) identified an NF1 germline mutation in exon 3 1 of a child who developed 
juvenile chronic myelogenous leukemia, and Garrett et al. (75) used cycle 
sequencing on papillary serous carcinoma of the peritoneum (PSCP) for K-ras 
mutations. Moreover, the multiple endocrine neoplasia 1 (MEN1) tumor sup- 
pressor gene was shown to harbour deleterious germline mutations by dideoxy 
fingerprinting and cycle sequencing (16). 

This chapter gives an example of a cycle sequencing protocol that uses the 
Thermo Sequenase™ Cy™5 Dye Terminator Kit (Amersham Pharmacia 
Biotech, Uppsala, Sweden) for use on the Alfexpress automated sequencer 
(Amersham Pharmacia Biotech). 

2. Materials 

2. 1. Preparation and Purification of Template (see Note 1) 

1. PCR kit (if DNA is the starting material) (e.g., Perkin-Elmer, Foster City,CA), or 
one-step reverse-transcriptase (RT)-PCR kit (if RNA is the starting material) 
(e.g., AbGene, Surrey, UK). 

2. 10X Bromophenol blue loading dye: 0.25% bromophenol blue, 15% Ficoll (type 
400; Amersham Pharmacia Biotech). 

3. IX TAE buffer: 45 mMTris, 45 mM acetic acid, 0.5 mMEDTA, pH 8.0. Make as 
a 50X stock solution. 

4. Low-melting-temperature agarose. 

5. HyperLadder IV (100-bp ladder) (Bioline UK, London, UK). 

6. Ethidium bromide: 10 mg/mL stock solution in distilled water. 

7. Wizard PCR preps (Promega, Madison, WI). 

8. Leuk syringes (2 mL) (Becton Dickinson UK, Oxford, UK). 

9. IX TAE buffer: 45 mM Tris, 45 mM acetic acid, 0.5 mM EDTA. Make as a 50X 
stock solution. 

10. 1% Low EEO agarose in IX TAE buffer. 

11. Ethidium bromide: 10 mg/mL stock solution in distilled water. 
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2.2. Preparation of dNTP/Cy5 ddNTP Mixes 

1. Thermo Sequenase Cy5 Dye Terminator Kit (Amersham Pharmacia Biotech). 

2.3. Sequencing Reactions 

1. Thin- walled PCR tubes. 

2. Primers (see Note 2). 

3. Thermo Sequenase Cy5 Dye Terminator Kit. 

4. Mineral oil. 

5. Thermal cycler. 

2.4. Precipitation of Samples 

1 . 7.5 M Ammonium acetate. 

2. Glycogen (included in sequencing kit). 

3. Absolute ethanol. 

4. Lint- and dye-free tissues (e.g., Kimwipes; Merck, Leicester, UK). 

2.5. Preparation of Polyacrylamide Gel and Loading of Samples 

1. Distilled water. 

2. Absolute ethanol. 

3. Lint- and dye-free tissues (e.g., Kimwipes; Merck,). 

4. Bind-Silane (2 mL of absolute ethanol, 7.5 uL of Bind-Silane, 0.5 mL of 10% 
acetic acid [v/v]). 

5. ReproGel™ High Resolution gel mix (solution A and solution B). 

6. 0.5X TBE buffer: 50 mM "ALF" Grade Tris, 41.5 mM "ALF" Grade boric acid, 
0.5 mM "ALF" Grade EDTA. Make as a 10X stock solution. 

3. Methods 

3. 1. Preparation and Purification of Template 

1 . Amplify target sequence from DNA or RNA using PCR or RT-PCR respectively 
(see Note 3). 

2. Add 4 u,L of 10X bromophenol blue loading dye to each reaction. 

3. Load 50 uL of each reaction onto the 1% low-melting-temperature agarose gel in 
IX TAE buffer/0.5 u,g/mL of ethidium bromide. Load 2 uL of HyperLadder IV 
DNA marker. Run the gel at 40 V for approx 2 h. 

4. Visualize the DNA on an ultraviotet (UV) transilluminator, and excise the band 
and purify using purification columns according to the manufacturer's instructions. 

5. To a 0.5-mL microcentrifuge tube, add 1 uL of purified template, 1 uL of bro- 
mophenol blue loading dye, and 3 uL of distilled water to a final volume of 5 uL. 
Pipet up and down to mix. 

6. Run all 5 uL on a 1 % low EEO agarose gel in IX TAE buffer at 100 V for approx 
40 min. The purified product should be seen as a high-quality, single band. 
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3.2. Preparation of dNTP/Cy5 ddNTP Mixes (see Note 4) 

1. Label four tubes "A Mix," "C Mix," "G Mix," and "T Mix," respectively for 
preparation of the dye terminator mixes. 

2. To each tube, add 4 uL of 1.1 mM dNTP, 2 uL of the appropriate Cy5 ddNTP, 
and 16 uL of distilled water to a final volume of 22 uL. This volume is sufficient 
for 10 sequencing reactions. 

3. Vortex the mixes and centrifuge briefly to collect the contents at the bottom of 
each tube. 

4. Store the dNTP/Cy5 ddNTP mixes on ice in the dark until needed. 

3.3. Sequencing Reactions (see Note 5) 

1. For each template (1-10), label four 0.5-mL thin-walled PCR tubes "A," "C," 
"G," and "T," respectively. Alternatively, prepare a PCR microtiter plate. 

2. Dispense 2 jxL of the A Mix, C Mix, G Mix, and T Mix (prepared in Subheading 
3.2.), respectively, into corresponding tubes. 

3. For each template (set of four reactions: A, C, G, and T), prepare a master mix by 
combining the following in a 0.5-mL microcentrifuge tube: 1.0-20.5 uL of tem- 
plate DNA (see Note 6), 2 uL of primer (4 pmol) (see Note 7), 3.5 uL of reaction 
buffer, 1 [ih of Thermo Sequenase DNA polymerase (10 U/jxL), and distilled 
water to a final volume of 27 |iL. 

4. Vortex each tube gently, and then centrifuge briefly. Aliquot 6 uL of each tem- 
plate master mix into each of its A, C, G, and T mixes. Pipet up and down to mix. 
Overlay the reactions with mineral oil if required. 

5. Perform 30 cycles of 95°C for 30 s; 60°C for 30 s (see Note 8); 72°C for 1 min, 
20 s; and 4°C hold (see Note 9). 

3.4. Precipitation of Samples (see Note 10) 

1 . If using a nonheated lid thermal cycler, transfer each reaction from underneath 
the mineral oil to a new 0.5-mL microcentrifuge tube. 

2. Add 2 [iL of 7.5 M ammonium acetate directly to each reaction. 

3. Add 2 [ih of glycogen solution to each tube. 

4. Add 30 uL of ice-cold absolute ethanol to each tube. 

5. Vortex each sample and incubate on ice for 20 min. Alternatively, incubate at 
-20°C overnight. 

6. Centrifuge at full speed (10,000-16,000g) in a microcentrifuge for 15 min to 
pellet the DNA (see Note 11). 

7. Remove the supernatant taking care not to touch the pellet, and add 200 uL of 
ice-cold 70% ethanol to each pellet. 

8. Centrifuge at full speed for 5 min. 

9. Carefully remove the supernatant, first with a 20- to 200-uL pipet tip, then with a 
0.5- to 10-uL pipet tip. Any ethanol remaining in the tube should be removed 
with a clean, lint- and dye-free tissue taking care not to disturb the pellet (see 
Note 12). 

10. Resuspend the pellet in 8 uL of stop solution by pipetting slowly up and down. 
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3.5. Preparation of Polyacylamide Gel and Loading of Samples 

1. Clean the gel plates twice with distilled water (see Note 13). 

2. Clean the gel plates twice with absolute ethanol. 

3. Wipe the top inch of both plates with Bind-Silane. 

4. Clean the gel plates with absolute ethanol. 

5. Clean 0.5-mm spacers with absolute ethanol and place securely on the bottom 
plate. Secure the plates with clips. 

6. Clean the 0.5-mm comb with absolute ethanol and place between the plates. 

7. Add ReproGel High Resolution gel mix Solution B to Solution A. Mix by invert- 
ing. Load the mix directly onto the gel plates. 

8. Place the plates under the ReproSet™ and leave to polymerize for 10 min under 
UV light. 

9. Heat the samples at 72°C for 3 min, and then immediately place the samples on 
ice {see Note 14). 

10. Load the entire volume of each reaction (8 jxL) into the appropriate well of the 
sequencing gel, and electrophorese under the appropriate conditions. 

3.6. Processing Sequence Data on the 4LFexpress Automated 
Sequencer 

1. Process each clone (1-10) using the Extended Shift Function available in 
ALFwin™ Sequence Analyser 2.10 software. This process overcomes the effect 
known as "smiling" that is produced when samples in the first and last lanes 
move more slowly than those in the middle lanes (see Note 15). 

4. Notes 

1. This protocol describes the preparation and purification of PCR products. Plas- 
mid DNA and cosmids may also be prepared for use as template. 

2. Primers should be approx 50% GC and at least 19 bases in length. Additionally, 
the primer should contain either a G or C residue as the last 3 '-base, and not have 
any regions that can self-anneal or form hairpin loops. Using the same primer in 
cycle sequencing as used to amplify the PCR product may produce good results, 
however, a nested sequencing primer is generally better because it adds specific- 
ity to the annealing and sequencing reactions. The increase in specificity results 
from the nested primer not annealing to any primer dimers or primer oligomers 
created in the PCR reaction. Dilute the primers in distilled water to a final con- 
centration of 2 pmol/jxL. 

3. Use PCR/RT-PCR kits according to the manufacturer's instructions. Optimiza- 
tion of cycling conditions may be neccessary. 

4. Prepare all reactions on ice. 

5. Prepare all reactions on ice. 

6. For amplified DNA, use 0.2-0.5 jxg/kb of purified PCR product. We used between 
1 and 4 jxL of the purified template when a clear band was seen on the gel. We 
used up to 10 [ih when the band was faint. Anything over 10 jxL is not recom- 
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mended because the quality does not seem to be efficient. For templates up to 8 kb 
long, use at least 1 to 2 u,g of plasmid DNA. For larger templates (>8 kb), such as 
cosmids, use at least 2-4 jig of template. 

7. For purified PCR products and plasmid DNA, at least 2-5 pmol of primer should 
be used, and for cosmids, at least 4-10 pmol. 

8. This annealing temperature is suggested as a start point. The annealing tempera- 
ture is a critical parameter and must be determined for each new primer/template 
combination. 

9. The optimal thermocycling conditions should be determined experimentally and 
depend on the primer(s) used; the amount and quality of PCR product; the degree 
of amplification required; and the length, GC content, and configuration of the 
PCR product. 

10. Prepare all reactions on ice. 

11. Centrifugation can be performed at room temperature; however, we found that 
centrifugation at 4°C helped prevent the pellet from dislodging. 

12. Do not leave the pellets to dry for longer than 10 min, because overdrying will 
make the pellets difficult to resuspend. In addition, the pellet will turn from being 
bright white to transparent if left to dry for too long, making it less visible. 

1 3 . Use Kimwipe tissues at all times for cleaning the gel plates. Kim wipe tissues are used 
because they contain no dye and, therefore, prevent contaminating fluorescence. 

14. Heating the samples at 95°C will degrade the signal from larger dye-terminated 
fragments. 

15. Always process the data after the run has completed. Do not let the software 
process the data as a postrun action. 
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Detection of Differentially Expressed Genes 
in Cancer Using Differential Display 

Yineng Fu 



1. Introduction 

It is estimated that the human genome contains 25,000-35,000 genes; how- 
ever, only about 15% of these are expressed in any given cell and different 
cells and tissues express different gene subsets. Gene expression is tightly regu- 
lated under normal physiologic conditions but is often disrupted during malig- 
nant transformation and tumor progression. Analysis of differential gene 
expression in such events as cancer is essential to better understand these com- 
plicated processes so that new diagnoses and forms of treatment can be devel- 
oped. RNA differential display technology offers a straightforward and 
efficient way to detect differential gene expression in a variety of physiologic 
and pathologic circumstances including cancer (1,2). By comparing messenger 
RNA expression patterns between tumor cells and their normal counterparts on 
the same gel, altered gene expression in tumor cells can be easily detected. 
This technique has been widely and successfully applied not only in cancer 
research but also in many other areas of biologic research and has resulted in 
thousands of publications in the few years since it was developed (3-5). 

Differential display has several advantages over other technologies that have 
been developed to study differential gene expression such as subtractive or 
differential hybridization (6,7) and DNA microarray (8). First, it requires no 
specialized equipment beyond that normally found in a standardly equipped 
laboratory. The experimental steps involved, including RNA extraction, 
reverse-transcription polymerase chain reaction (RT-PCR), gel electrophore- 
sis, Northern hybridization, and cDNA cloning and sequencing, have all 
become routine. Second, gene sequence information is not required for per- 
forming differential display, whereas such information is essential for perform- 
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ing DNA microarray. In fact, a distinguishing feature of differential display is 
that it enables the investigator to isolate and clone unknown genes that are 
differentially expressed. Another important feature of differential display is 
that multiple samples can be compared simultaneously on the same gel side by 
side, which not only increases flexibility (allows analysis of gene expression at 
various time points) but also helps to decrease the number of false positives. 

Differential display also has certain limitations and drawbacks. The one that 
usually heads the list is false positives. According to some early reports, the 
false positive rate can be very high (9,10). Many factors can cause false posi- 
tives. One of the most important of these is heterogeneity of the starting mate- 
rial, especially when crude tissue samples are used. However, with some 
modifications of technique and strict quality control at each step, false positive 
rates can be reduced to -5% (11). Further details as to how to decrease experi- 
mental artifacts and minimize false positives are discussed below. Another 
potential disadvantage is that differential display is best suited to detect large 
differences in gene expression, those that can be identified on the gel with the 
naked eye; as a result, minor differences between samples are usually not 
detected or are ignored. As a result, rare RNA transcripts may not be effi- 
ciently amplified, and, therefore, they may be underrepresented. Finally, dif- 
ferential display is labor-intensive and time-consuming. Despite these 
drawbacks and limitations, with careful planning and precise execution, differ- 
ential display can be and has been a valuable method for investigating differ- 
ential gene expression in cancer. 

Differential display was adapted and used successfully in my laboratory to 
study cancer gene expression as well as tumor-induced host cell gene expres- 
sion (3,12). In this chapter, I present my experience with this technique and 
provide a detailed, step-by-step protocol. 

2. Materials 

2. 1. Preparation of RNA 

1. Diethylpyrocarbonate (DEPC) (Sigma, St. Louis, MO) (see Note 1). 

2. TRIzol reagent (Gibco-BRL, Gaithersburg, MD). 

3. RQ1 DNAse (Promega, Madison, WI). 

4. RNasin RNase inhibitor 10 U/jxL (Promega, Madison, WI). 

5. Buffer-saturated phenol/chloroform/isoamyl alcohol, phenol/chloroform and 
chloroform (Sigma). 

6. 3 M Sodium acetate: Dissolve 246.0 g of CH 3 COONa in 800 mL of DEPC-treated 
distilled H 2 (DEPC-H 2 0), adjust pH to 4.8 with glacial acetic acid, and bring to 
1000 mL with DEPC-H 2 0. 

7. Glycogen (Sigma): 10 mg/mL in DEPC-H 2 0. Store at -20°C. 

8. 80% and absolute ethanol. 

9. Polytron homogenizer (Brinkmann, Westbury, NY). 
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2.2. RT-PCR and Differential Display 

1. RNAimage kit (GenHunter, Nashville, TN) {see Note 2). This kit contains 5X 
reverse transcription buffer (200 u,L), moloney murine leukemia virus (MMLV) 
reverse transcriptase (100 U/itL, 40 ixL), dNTPs (250 lxM, 200 ixL), H-^ t G anchor 
primer (2 \iM, 300 uE), H-T! [A anchor primer (2 \iM, 300 u,L), H-T n C anchor 
primer (2 jxM, 300 ixL), 10X PCR buffer (500 \iL), dNTPs (25 [xAf, 500 ixL), 
H-AP1-8 arbitrary primers (2 u.M, 150 uE each), control RNA (1 u,g/uE), glyco- 
gen (10 mg/mL, 200 (iL), dH 2 (1.2 mL), and loading dye (500 ixL). 

2. Ampli-Taq DNA polymerase (5 U/uE) (Perkin-Elmer, Foster City, CA). 

3. cc-[ 35 S]-dATP (1200 Ci/mmol) (Dupont/NEN, Boston, MA). 

4. 6% Acryl-a-mix (acrylamide/urea gel mix) (Promega, Madison, WI). 

5. 10% Ammonium persulfate: Dissolve 100 mg of ammonium persulfate in 1 mL 
of distilled H 2 0; make fresh solution for each experiment. 

6. TEMED (Sigma,). 

7. 100 mM Dithiothreitol (DTT): Dissolve 309 mg of DTT in 20 mL of 0.01 M 
sodium acetate (pH 5.2), filter to sterilize, aliquot and store at -20°C. 

8. Mineral oil (Sigma). 

9. 10X Tris-borate EDTA buffer: Dissolve 108 g of Tris base and 55 g of boric acid 
in 800 mL of dH 2 0, add 40 mL of 0.5 M EDTA, adjust to pH 8.0, and bring up to 
1000 mL with dH 2 0. 

10. Kodak XAR-5 film (Kodak, Rochester, NY). 

1 1 . Sequencing gel apparatus. 

12. Gel dryer. 

13. Whatman 3MM filter paper. 

14. Automated thermal cycler (Perkin-Elmer). 

2.3. Differential Display Band Selection, Expression Confirmation, 
and Sequence Analysis 

1. AmpliTaq DNA polymerase (5 U/ixL) and 10X PCR buffer (Perkin-Elmer). 

2. dATP, dCTP, dGTP, and dTTP (10 mM each) (Gibco-BRL). 

3. TaqStart antibody (Clontech, Palo Alto, CA). 

4. Y-[ 32 P]-dCTP (3000 or 6000 Ci/mol) (Dupont/NEN). 

5. Quick-spin column for DNA (Boehringer Mannheim, Mannheim, Germany). 

6. GeneScreen plus hybridization transfer membranes (DuPont/NEN). 

7. Wizard DNA cleanup system (Promega). 

8. TA cloning system (Promega). 

9. Sequenase DNA sequencing kit (US Biomedical). 

10. 20X Saline sodium citrate: Dissolve 175.3 g of NaCl and 88.2 g of trisodium 
citrate dihydrate in 800 mL of dH 2 0. Adjust pH to 7.0 with 1 N HC1. Bring the 
final volume up to 1000 mL with dH 2 and autoclave. 

11. 10% Sodium dodecyl sulfate (SDS): Dissolve 100 g of electrophoresis-grade SDS 
in 900 mL of sterile distilled water, and bring the volume up to 1000 mL. Do not 
autoclave. 
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12. 0.5 M EDTA: Add 186.1 g of disodium EDTA dihydrate to 800 mL of distilled 
water. Adjust pH to 8.0 with NaOH tablets. Add water to a final volume of 1000 mL 
and autoclave. 

13. Salmon sperm DNA denatured and fragmented (Sigma). 

14. Ultraviolet-crosslinker (Strategene, La Jolla, CA). 

15. Computer equipment with Internet Web access. 

3. Methods 

3. 1. Preparation of RNA (see Note 3) 

The quality of the starting tissue or cells is the most important factor in 
the success of differential display experiments. Both cell lines and fresh 
tissue samples have been used with success. If cell lines are to be com- 
pared, culture conditions should be identical (same culture medium, incuba- 
tor, type of culture dish/flask, and stage of growth phase) except for the true 
variables being compared. In vitro cultures are useful when studying cellular 
responses to exogenous treatments such as drugs or chemicals. Of course, cul- 
tured cells may not always accurately represent the actual in vivo state; for 
example, gene expression in cultured tumor cells may be very different from 
that of tumors growing in vivo. For this reason, freshly obtained tissue samples 
may be preferred because changes detected in such samples will more closely 
represent events that are occurring in vivo. However, fresh tissue samples are 
much harder to deal with than established cell lines, because they are made up 
of mixed populations of both parenchymal and stromal cells and also include 
connective tissue stroma. The complexity and heterogeneity of fresh tissues 
have been a major obstacle to the application of differential display even though 
successes have been reported (4,5). Separation of tumor cells from host cells 
and stroma in solid tumors to obtain a pure cellular population is difficult in 
practice. Enzyme digestion and gradient centrifugation may enrich the cellular 
component, but one usually is still left with a heterogeneous mixture of cell 
types. At present, tissue microdissection appears to be the best way to isolate 
the desired cell fraction from solid tumors, and it has been used to obtain start- 
ing material for differential display experiments (13,14). The recently devel- 
oped laser assisted microdissection technique (15,16) has greatly increased the 
efficiency and accuracy of microdissection and is at present the approach of 
choice when dealing with solid tumors. 

Total RNA is preferred over mRNA for differential display, since total RNA 
is much easier to purify and gives lower background on a differential display gel, 
although both can be used (2,9). RNA samples should be treated with DNase to 
destroy possible contaminating DNA before reverse transcription. It should be 
obvious, but nonetheless deserves emphasis, that for proper comparison RNA 
samples should be prepared with the same method and at the same time. 
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3.1.1. Total RNA Extraction (see Note 4) 

1. Place 100 mg of tissue, or 10 x 10 6 cultured cells in a 17 x 100 mm round- 
bottomed Falcon plastic tube. 

2. Add 1 .0 mL of TRIzol reagent (see Note 5). 

3. Immediately homogenize samples with a power homogenizer (Polytron) with a set- 
ting at medium to high speed for 45 s (for tissue samples) or 15-20 s (for cell lines). 

4. Incubate homogenized samples at room temperature (25 °C) for 5 min. 

5. Add 0.2 mL of buffer-saturated chloroform/mL of TRIzol used. Cap securely, 
shake the tubes vigorously for 15 s, and let the tubes stand at room temperature 
for 3 min. 

6. Transfer each of the mixtures to a 1.5-mL centrifuge tube. 

7. Centrifuge at 12,000s for 15 min at 2-8°C. 

8. Transfer the upper colorless aqueous phase to a fresh 1.5-mL centrifuge tube. 

9. Add 0.5 mL of isopropyl alcohol, and incubate samples at room temperature for 
another 10 min. 

10. Centrifuge at 12,000g for 10 min at 2-8°C to precipitate RNA. 

11. Remove the supernatant carefully; wash the RNA pellet with 1.0 mL of 80% 
ethanol twice. 

12. After the last wash, remove supernatant and leave the tubes on the bench with the caps 
open for 5 - 15 min to air-dry the RNA. Dissolve the RNA in 50 uL of DEPC-H 2 0. 

13. Dilute 1 uL of RNA in 500 uL of DEPC-H 2 and quantitate with a spectropho- 
tometer at A260/280. 

1 4 . Determine RNA integrity by running 1 .0 ug of RNA on a 1 % agarose/formaldehy de gel. 

15. Store the RNA samples at -80°C. 

3. 1.2. Removal of Contaminating DNA 

A clean RNA sample without DNA contamination is critical if false posi- 
tives are to be minimized. 

1. Add to a 1.5-mL sterile centrifuge tube 5.0 uL of RNA (10-20 u.g), 6.0 uL of 5X 
reverse transcription buffer, 1.0 uL of RNase inhibitor, 3.0 uL of RQ-1 DNase, 
and 15uLofDEPC-H 2 0. 

2. Mix and incubate at 37°C in a water bath for 30 min. 

3. Add 30 uL of buffer-saturated phenol/chloroform/isoamyl alcohol, vortex for 30 s 
and centrifuge for 2 min at top speed in a minicentrifuge (-13,000 rpm). 

4. Transfer the upper aqueous phase to a fresh 1.5-mL centrifuge tube, and extract 
with chloroform/isoamyl alcohol once. 

5. Transfer the upper aqueous phase to a fresh centrifuge tube, and add 3.0 uL of 3 M 
sodium acetate, 1 uL of 10 mg/mL glycogen, and 100 uL of cold 100% ethanol. 
Incubate at -80°C for 3 h. The RNA samples can be stored in this form until the 
next reverse transcription step, or they can be precipitated and dissolved in DEPC- 
H 2 Oandbekeptat-80°C. 

6. The RNA concentration should be measured again as above before starting 
reverse transcription. 
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3.2. Reverse Transcription 

1. For each RNA sample, label three 0.5-mL thin-walled PCR tubes designated for 
the three 3'-anchor primers (H-T11A, H-T11C, and H-T11G) set up on ice (see 
Note 6). 

2. Prepare a reaction core mix volume sufficient for the number of reactions planned 
to run. Generally, about 20% more reaction mix than calculated should be pre- 
pared (e.g., for 10 reactions, make reagents mix enough for 12 reactions). The 
reagents used for each individual reaction are as follows: 0.5 u,L of RNasin, 4.0 u,L 
of 5X RT buffer, 2.0 uL of 100 mM DTT, 1 .6 uL of 250 \iM dNTPs, and 1 .0 \xL of 
200 U/u,L MMLV reverse transcriptase. Prepare this reaction mix immediately 
before use and store on ice. 

3. Add to each tube 8.9 ixL of RNA (0.5-1 u.g) and2.0 uTof H-Tll 3 '-anchor primer. 
Mix and spin briefly to bring down all the solution. Incubate at 65°C for 10 min. 
Leave the reaction tubes at room temperature (25°C) for 2 min. 

4. Add to each tube 9.1 mL of the reaction mix prepared at step 2, mix, and spin 
briefly. Incubate at 37°C for 1 h, and then transfer the tubes to a 75 °C water bath 
and incubate for 5 min. 

5. Store on ice and proceed to the next step, differential display PCR. Alternatively, 
the reaction tubes can be stored at -20°C for up to 2 wk. 

3.3. Differential Display PCR 

1. Thaw [cc- 35 S] dATP at room temperature. 

2. For each RNA sample and primer set, label one thin-walled PCR tube (see Note 7). 

3. Similar to reverse transcription, to minimize artificially induced difference among 
samples owing to pipetting error, a reaction core mix of all reagents except cDNA 
(reverse transcription product) and the 5'-AP arbitrary primer should be prepared. 
Prepare reagent core mix for each 3'-HT anchor primer. A typical reaction contains 
7.4 uL of dH 2 0, 2.0 ixL of 10X PCR buffer, 1 .6 uL of 25 \iM of each of the dNTPs, 
2.0 \xL of 3'-HT primer, 0.8 ixL of [a- 35 S] dATP, and 0.2 uL of 5.0 U/ixL AmpliTaq 
DNA polymerase (see Note 8). Prepare the reagent mix immediately before use. 

4. Add to each PCR tube 2.0 u,L of 5'-AP arbitrary primer, 2.0 u,L of cDNA (reverse 
transcription products), and 16 u,L of the reagent core mix. 

5. Vortex to mix and centrifuge briefly to bring down all solution. Seal with a drop 
(50- 100 jxL) of mineral oil. 

6. Set up and run PCR reactions as follows: 95°C for 5 min, for 1 cycle; 94°C for 1 min; 
40°C for 2 min, 72°C for 1 min, for 40 cycles; 72°C for 10 min; and then soak at 4°C. 

3.4. Gel Electrophoresis (see Note 9) 

Electrophoresis can be carried out with a standard sequencing gel apparatus 
with a square-toothed comb. 

1. Prepare a 6% denaturing acrylamide/urea gel the night before. 

2. Remove the comb and rinse the wells with tap water. Set up the gel apparatus and 
rinse the wells again with running buffer immediately before loading the samples. 
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3. To a fresh 0.5-mL centrifuge tube, add 3.5 uL of PCR product, and 2.0 jxL of gel- 
loading dye, and incubate at 95 °C for 2 min. Centrifuge the tubes briefly to bring 
down all the solution. 

4. Load the samples onto the gel and run it in IX TBE buffer at a constant power of 
60 W until xylene cyanol dye reaches within 2 cm of the bottom of the gel. 

5. Carefully remove one glass plate without disturbing the gel on the other plate. 
Place an appropriately sized Whatman 3MM filter paper firmly on top of the gel. 
Carefully remove any air bubbles in between the gel and filter paper. 

6. Take the filter with the attached gel and place onto a vacuum gel dryer with the gel 
face up. Then cover the gel with Saran Wrap and dry for about an hour at 80°C. 

7. Remove the Saran Wrap and replace with a new one, and make three triangular 
marks on the gel with either radioactive ink or by another method before expos- 
ing to X-ray film. Expose the gel to X-ray film overnight at -80°C. 

3.5. Recovery of Differentially Expressed Gene Fragments 

1. Examine exposed film carefully to identify differentially expressed genes. 

2. Align the gel with the film precisely with the help of the marking points. 

3. Cut the bands of interest out of the gel through the film with a razor blade (see 
Note 10). 

4. Place the gel slice in a 1.5-mL centrifuge tube containing 100 uL of dH 2 0. Incu- 
bate at room temperature for 10-15 min. 

5. Boil the tube for 15 min, and then centrifuge at top speed in a minicentrifuge 
(-13,000 rpm) for 2 min at 4°C. 

6. Transfer the supernatant (-100 uL) to a fresh 1.5-mL centrifuge tube, and add 10 uL 
of 3 M sodium acetate, 5.0 uL of 10 mg/mL glycogen, and 400 u.L of cold 100% 
ethanol. Incubate the tube at -80°C for at least 1 h (it can be left at -80 C C over- 
night or even longer). 

7. Centrifuge at top speed in a minicentrifuge for 10 min at 4 C C. 

8. A white DNA plus glycogen pellet will be seen at the bottom of the tube. Care- 
fully remove the supernatant with a pipet without disturbing the pellet, and add 
1.0 mL of 80% ethanol to wash the pellet once. Vacuum-dry the DNA samples 
and dissolve in 10 uL of dH 2 0. They can be stored at 4°C (on ice) for immediate 
use or at -20°C for later use. 

3.6. Analysis of Differentially Expressed Gene Fragments 

Differentially expressed bands identified on a differential display gel may 
not represent the actual in vivo expression pattern owing to variations in in 
vitro culture conditions, heterogeneity of the tissue samples, as well as arti- 
facts introduced during experiments such as pipetting error. Therefore, it is 
essential to confirm the differential expression pattern by other methodologies 
such as Northern hybridization. For this purpose, isolated DNA fragments from 
the differential display are labeled radioisotopically and hybridized to RNA 
blots prepared from the samples being compared. Sequence information can 
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also be obtained either before or after Northern confirmation, depending on the 
approach one chooses. Whenever sequence information is available, databases 
such as GeneBank can be searched to find homology to known genes. With the 
rapid progress of the Human Genome Project, increasing amounts of informa- 
tion will be readily obtainable by a simple search. Different approaches have 
been used to analyze the differential display bands to achieve those goals. In 
the original differential display protocol described by Liang and Pardee (see 
refs. 1,2, and 9), these selected fragments from differential display were first 
PCR reamplified and cloned into a TA cloning vector, and the cloned inserts 
were labeled with radioisotope and used as probes for Northern confirmation. 
DNA sequences were obtained only after differential expression was confirmed 
by Northern hybridization. We have successfully adapted this strategy in our 
laboratory for the differential display experiments (3,12). This strategy works 
well when the expected false positive rate is low, such as when pure cellular 
materials (cultured cell lines) are compared. However, when solid tumors or 
other crude cell mixtures are studied, the false positive rate can be high. In 
such cases, many of the cloned fragments are likely to turn out to be false 
positives after Northern confirmation, and much of the work in cloning becomes 
a wasted effort. 

Several other approaches have been developed and utilized successfully. 
These include direct sequencing (17) and reverse Northern assay (18,19). 
Although direct sequencing provides rapid sequence information, not all dif- 
ferential display bands can be easily sequenced directly. Also, given the fact 
that each individual differential display band may contain more than one spe- 
cies of DNA fragments (20), it is possible that the sequence obtained from 
direct sequencing may actually have come from a contaminating fragment. 
Reverse Northern is an excellent approach to eliminate false positives before 
sequencing. The differential display bands still need to be cloned before reverse 
Northern confirmation. 

In our later differential display experiments, we adapted another approach 
that we feel is more time-efficient and can be applied in situations when high 
false positives are expected. Briefly, differential display bands were PCR- 
amplified and labeled with 32 P to probe Northern blots without initial cloning. 
Probes that showed differential expression on Northern blots were recovered 
directly from the Northern blot by cutting out the membrane and reamplified 
by PCR (10). This PCR product can then be cloned and sequenced. In this 
approach, Northern hybridization serves as both expression confirmation and 
specific DNA probe capturing. Avoiding cloning before Northern confirma- 
tion can save enormous amounts of time and effort. This approach is described 
in detail in the following section. It is my belief that all the approaches already 
mentioned may work well under appropriate circumstances. The choice of 
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approach depends on the goals of the project, and on particulars of the experi- 
ments such as the nature of the starting material. Also, choice of methodology 
may simply be a matter of a researcher' s personal preference. Readers are referred 
to refs. 1, 17-19, and 21 for details of approaches that are not described here. 

3.6.1. Reamplification of Differential Display Bands with PCR 

Differential display bands are reamplified by PCR using the same sets of 
3'-anchor and 5'-arbitrary primers used for the original differential display PCR. 

1. Set on ice properly labeled thin-walled PCR tubes. 

2. Prepare the reagent core mix containing all reagents except DNA and both primers. 
For each reaction add 20.5 \iL of dH 2 0, 4.0 \xL of 10X PCR buffer, 3 .2 uL of 250 (iM 
dNTPs, 0.3 [ih of Taq DNA polymerase. Prepare 20% more reagents than calculated. 

3. Add to each PCR tube sequentially 4.0 \iL of 3'-anchor primer, 4.0 \iL of 
5'-arbitrary primer, 28 \iL of reaction mix, and 4.0 \iL of DNA recovered from 
the differential display gel. 

4. Set up and run the PCR as follows: 95°C for 5 min, one cycle; 94°C for 30 s, 
40°C for 1 min, 72°C for 45 s, for 40 cycles; 72°C for 10 min; then soak at 4°C. 

5. Purify the PCR products using a Quick-spin column according to the 
manufacturer's instructions (see Note 11). 

3.6.2. Probe Preparation by Single-Primer PCR (see Note 12) 

It is important to generate probes that are of the same length as the identified 
differential display fragments to ensure subsequent successful recovery from 
the Northern membrane and PCR reamplification. The single-primer PCR 
method is adapted and modified for this purpose (22). 

1. Set up PCR tubes on ice. 

2. To each tube add 30 nL of dH 2 0; 5.0 nL of 10X PCR buffer; 1.0 \xLof each 10 mM 
dATP, dGTP, dTTP; 0.2 \ih of 10 mM dCTP; 1.8 \ih of Taq polymerase and 
TaqStart antibody mix (0.4 jiL of Taq plus 1.4 (iL of antibody); 1.0 u.L of 6000 
Ci/mol [ 32 P] dCTP; 4.0 jj,L of 3'-anchor primer specific to the differential display 
band under analysis; and 5.0 jxL of DNA from (see Subheading 3.6.1., step 5) 
differential display reamplification (see Note 13). 

3 . Run the PCR using the same program used in the differential display reamplification. 

4. Purify the probes by running through a Quick-spin column. 

5 . Measure the radioactivity of the probe by mixing 1 .0 jxL of column-purified probe with 
3.0 mL of scintillation fluid. Then count in a |3-counter under the program used for 32 P. 

6. Use the probes immediately or store at -20°C for up to 1 wk (see Note 14). 

3.6.3. Northern Blot Confirmation and Probe Recovering 

1. Run 10-20 [ig of total RNA samples on a 1.0% agarose/formaldehyde gel and 
transfer onto GeneScreen plus nylon membrane. Carry out Northern hybridiza- 
tion according to a standard protocol (23). 
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2. For each hybridization, use probes at a concentration of 10 6 cpm/mL. 

3. Expose the hybridized membrane to X-ray film at -80°C overnight. Make three 
(triangular) reference marks on the membrane with radioactive ink before expos- 
ing to ensure precise matchup between the film and membrane after exposure. 

4. Identify the Northern confirmed band on the film, and align the film with the 
Northern membrane using the reference marks. 

5. Cut out the membrane strip corresponding to the band on the film. 

6. Put the membrane strip into a 1 .5-mL centrifuge tube containing 100 uL of dH 2 0. 

7. Boil the tube for 10 min, centrifuge briefly, and transfer the supernatant to a fresh 
1.5-mL tube. 

8. Add 10 u,L of 3 M NaOAc (10%), 5 uL of 10 mg/mL glycogen (5.0 ixg/mL), and 
450 ixL of 100% cold ethanol. Store at -80°C overnight. 

9. Centrifuge the tubes at 10,000g for 10 min at 4°C. 

10. Remove the supernatant and wash the pellet with 85% ethanol once. Dry the 
pellet under vacuum. 

11. Dissolve the pellet in 10 uU of dH 2 (see Note 15). 

3.6.4. PCR Amplification, Cloning, and Sequencing (see Note 16) 

1. Set up labeled PCR tubes on ice. 

2. Prepare the PCR reaction as follows: 1 8 uL of dH 2 0, 4.0 uL of 10X PCR buffer, 
3.2 ixL of 25 \jlM dNTPs, 1.8 ixL of Taq and TaqStart antibody mix, 4.0 uU of 
3'-anchor primer, 4.0 uL of 5'-arbitrary primer (see Note 17), 5.0 uL of DNA 
(probes recovered from Subheading 3.6.3.)- As described earlier, it is helpful to 
prepare a core mix of all reagents except DNA and both primers to minimize 
pipetting error. 

3. Run the PCR reaction as described in differential display reamplification (see 
Subheading 3.6.1.). 

4. Run the PCR products on 1.2% low-melting point agarose gel (see Note 18). 

5. Cut out the gel band and purify by using Promega's DNA cleanup system (see 
Note 19). 

6. Using Promega's TA-cloning system, clone the fragments into pGEM-T vector 
according to the manufacturer's instructions. 

7. Amplify five colonies from each ligation, and digest with appropriate restric- 
tion enzymes to confirm the presence and size of the inserts. Use one clone 
for sequencing. 

8. Sequence the clones using either a sequenase DNA sequencing kit or an auto- 
mated DNA sequencer. 

3.6.5. Sequence Analysis 

Sequences of the cloned fragments are searched for in available databases. 
The goals are to identify fragments that are part of known genes or have 
homologies that suggest functional relationships. The best website on the 
Internet for this task is the National Center for Biotechnology Information 
Website: (http://www.ncbi.nlm.nih.gov/BLAST/). With the BLAST program, 
one can perform similarity searches through the entire human genomes and 
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genomes of other species. Expression sequence tags can also be searched through 
this site. With the rapid progress of the Human Genome Project, valuable infor- 
mation such as chromosomal location of a new gene can be obtained easily 
through the search. Depending on the goals of the project, one can use the iso- 
lated differential display fragments as probes to screen an appropriate library to 
clone the full-length cDNA, or one can obtain gene expression profiles for cer- 
tain types of tumors to generate expression patterns that have diagnostic or prog- 
nostic importance. 

4. Notes 

1. DEPC-treated distilled water should be used in all reagents that are prepared in 
the laboratory. 

2. GenHunter's RNAimage kits contain all the necessary reagents except for RNA 
samples, Tag DNA polymerase, and [ 35 S]-dATP to carry out RT-PCR and differ- 
ential display. Each kit has eight arbitrary 5' primers. Additional arbitrary prim- 
ers up to a total of 80 can be ordered separately. It is a good idea to start with one 
RNAimage kit (eight arbitrary primers), work out the conditions through the 
entire differential display process, then expand the experiment to the desired num- 
ber of primer sets. Although 80 arbitrary primers are estimated to cover >90% of 
genes, by decreasing the arbitrary primer number to 40, which reduces the 
workload by half, one may still be able to detect about 80% of genes. The user 
can also design and make his or her own primers in the laboratory, especially 
when gene-specific primers are needed, as when doing targeted differential dis- 
play (24). These self-designed arbitrary primers should have a GC content of 
about 50% and a G or C at the 3' terminus. The length of the primer should also 
be considered since longer primers may increase specificity but decrease the num- 
ber of genes covered. 

3. It is mandatory that gloves be worn at all steps during differential display 
experiments. 

4. Since the size of tissue fragments and cell numbers can be variable, adjust TRIzol 
reagent volume accordingly. Many methods used for RNA extraction can be used 
for differential display. We found no major differences between the TRIzol 
method and the standard guanidinium isothiocyanate/CsCl method. However, the 
TRIzol reagent offers several advantages over the CsCl method. It is simple to 
perform, permits simultaneous processing of multiple specimens, and is espe- 
cially suitable when dealing with small amounts of starting material. There are 
many commercially available RNA extraction kits that offer simple, fast, and 
reliable RNA extraction with high quality. The key, however, is to use the same 
method to extract RNA for all the samples to be compared. 

5. Use protective equipment such as glasses or face shields when working with 
TRIzol reagents and homogenizer. 

6. Random primers can also be used at the reverse transcription step especially if 
gene-specific primers are used in subsequent differential display PCR. Such prim- 
ers are commercially available from many sources. 
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7. Duplicate reactions for the same RNA samples or same tumor types displayed on 
the same gel can significantly decrease false positives especially when dealing 
with tissue samples (21). However, this will significantly increase the workload. 

8. Factors such as the source of Taq DNA polymerase can greatly affect the differ- 
ential display banding pattern (25). The quality and consistency of differential 
display banding can be improved by using approaches that improve the PCR 
reaction, such as hot-start PCR or TaqStart antibodies. 

9. Although most people use denaturing gels, nondenaturing gels may also be used. 
Some feel that nondenaturing gels can decrease the frequency of double binding 
for the same cDNA fragment, a phenomenon that occurs in denaturing gels espe- 
cially for small DNA fragments (<200 bases) (2). 

10. Narrow gel bands should be cut out instead of wide ones in order to minimize 
contamination by nearby irrelevant DNA fragments. Some users reexpose the gel 
to another X-ray film after removal of the bands to ensure that the appropriate 
bands were excised (26). We found this approach to be of potential value in 
trouble-shooting when there is consistent difficulty in getting products in the next 
PCR reamplification step, but to be cumbersome and time-consuming if used 
routinely. 

1 1 . PCR products can also be purified through standard gel electrophoresis, allowing 
confirmation of the presence and size of PCR products. This approach is prefer- 
able if only a small number of samples need to be processed. 

12. Single-primer PCR labeling should be used to generate a full-length probe for 
later recovery from Northern membranes and subsequent PCR amplification. 
Make sure that the 3'-anchor primer is used instead of the 5'-arbitrary primer. 
Double-primer PCR labeling can also be used but usually leads to increased back- 
ground. Random primer labeling is not appropriate for subsequent probe recov- 
ery and PCR amplification and should be avoided. 

13. To minimize pipetting error, it is helpful to prepare a reagent core mix including 
all reagents except DNA and the specific 3 '-anchor primer. The use of TaqStart 
antibody can greatly improve the quality of the PCR reaction. Premixed Taq 
enzyme and antibody are also commercially available. 

14. Although probes stored in the freezer at -20°C for a few days can be used, it is 
better to prepare fresh probes for consistent results. A good probe should have an 
activity approaching 100,000 cpm in 1 \iL. Lower radioactivity may be usable 
but can result in higher backgrounds and lower specific signals on Northern blots. 

15. The recovered probes should be PCR amplified as soon as possible without pro- 
longed storage since the concentration of DNA is usually very low. 

16. The recovered probes either can be sequenced directly (17) or can be cloned into 
a vector first and then sequenced by conventional methods. Direct sequencing is 
fast but the results are not always consistent, depending on the sequence of the 
fragment and the nature of the primers. Since there will not be many false posi- 
tives at this stage, I prefer the "clone first and then sequence" approach. 

17. Both 3'-anchors and 5'-arbitrary primers are the same pairs used in the original 
differential display PCR specific for the band recovered. 
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18. If PCR fails to amplify the fragment, the following steps should be taken. First, 
reexpose the Northern blot after the bands were excised to ensure that the 
removed membrane slice contains the target. Second, use 10 [ih of recovered 
probe instead of 5 (iL. Third, run two or more positive samples to capture 
maximum amounts of probes. In our experience, if a positive band can be seen 
on Northern blot after overnight exposure, there will be no problem on PCR 
reamplification. 

19. Many other conventional methods and commercially available kits can be used 
to purify DNA from agarose gels. 
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Genomewide Gene Expression Analysis 
Using cDNA Microarrays 

Chuang Fong Kong and David Bowtell 



1. Introduction 

Understanding when and where the constellation of genes in a genome are 
expressed provides important information about the state of a tissue. Changes 
in gene expression are a driving force in cell differentiation, proliferation, and 
death. Abnormal gene expression as a direct consequence of genomic amplifi- 
cation or deletion, or indirectly, owing to mutation in regulatory proteins, 
underlies many diseases. Cancer is the exemplar of this concept (see CGAP: 
http://www.ncbi.nlm.nih.gov/ncicgap/). RNA expression analysis can be 
broadly divided into two approaches: the monitoring of expression of an indi- 
vidual gene and parallel analysis of many genes. This distinction is not simply 
a matter of degree. Detailed expression analysis of an individual gene, usually 
cloned by some functional criteria, is performed as part of a systematic charac- 
terization of the gene. When many genes are analyzed in parallel, the aim is 
often to concentrate on differences in gene expression between two samples, 
such as tumor vs normal, which may contribute to phenotypic differences. Such 
studies can be a powerful means of systematically searching for new prognos- 
tic markers or for genes that are central to disease initiation or progression 
(1-6). Comprehensive profiling of RNA expression patterns can provide a 
"global" report on the state of a cell or tissue, e.g., the direction of metabolic 
processes in a cell (7) or its response to stress or other stimuli (8). 

There are several ways that differences in RNA expression patterns can be 
analyzed between two samples, including differential display (9), representa- 
tional difference analysis (RDA) (10,11), serial analysis of gene expression 
(12), and mass sequencing of cDNA (13). Recently an additional technique for 
RNA expression analysis has been introduced that employs hybridization of 
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probes generated from RNA to high-density arrays of immobilized DNA. 
cDNA arrays have a high throughput and high degree of quantitative precision 
compared with differential display or RDA, which involve more lengthy pro- 
cedures and may suffer from polymerase chain reaction (PCR)-based distor- 
tion and bias. DNA array analysis is limited, however, to the genes that are 
arrayed, whereas the other techniques can isolate novel genes. As the identifi- 
cation of all genes within major genomes of interest is achieved, this limitation 
of cDNA arrays becomes less significant. 

High-density cDNA arrays on membrane filters were first used to demon- 
strate that immobilized DNA targets could be used to quantitatively measure 
differences in RNA expression over a wide dynamic range (14). Recently, such 
filters have become available commercially. Major advances have also been 
made recently in producing other types of high-density DNA arrays. 
Affymetrix perfected the synthesis in situ of very high-density oligonucleotide 
arrays (GeneChips) using photolithographic methods (15,16). GeneChip arrays 
are a powerful and sophisticated approach to RNA expression analysis, but the 
high costs of these arrays and the fact that their composition is determined by 
the supplier are major impediments to their current widespread use. A compet- 
ing technology of spotting purified cDNA samples onto glass slides has been 
developed (8). Separate DNA samples, encoding thousands of individual genes, 
are arrayed at high density on glass slides with an XYZ robot or arrayer. The 
slides are hybridized with fluorescently labeled probes generated from RNA, 
and after washing, they are read with a scanning confocal microscope or reader. 
Gene expression profiles from different tissue samples, such as tumor vs normal, 
are compared by hybridization with probes labeled with different fluorophores, 
usually Cy3 and Cy5 (17). Under optimal conditions, glass slide arrays can detect 
twofold or greater differences in gene expression for genes expressed at as little 
as five copies per cell (8). High-density glass slide arrays can be produced in an 
academic laboratory setting and are relatively cheap to manufacture and use once 
major pieces of hardware are in place. These features, plus the high degree of 
compositional flexibility, make them a powerful and versatile tool for a wide 
range of biological studies. While establishing a microarray laboratory is a sub- 
stantial undertaking, the recent introduction of purpose-built equipment for pro- 
ducing and reading glass slide arrays has greatly facilitated the process. Issues 
related to the assembly of a complete array system have been reviewed recently 
(18). This chapter describes some of the protocols for producing and using glass 
slide arrays for RNA expression analysis. 

2. Materials 

1. 96- Well PCR plates. 

2. Thermocycler with 96-well platform. 
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3. 10X PCR buffer: 100 mM Tris-HCl, pH 8.4, 500 mM KC1, 1% Triton X-100. 

4. 25 mM MgC12. 

5. dNTP cocktail for PCR: 250 \xM each of dATP, dCTP, dTTP, and dGTP. 

6. Forward primer (for UniGene clone set purchased from Research Genetics): 
5'-GTG AGC GGA TAA CAA TTT CAC ACA GGA AAC AGC-3' (100 pmol/^L). 

7. Reverse primer (for UniGene clone set purchased from Research Genetics: 
5'-GTG CAA GGC GAT TAA GTT GGG TAA C-3' (100 pmol/nL). 

8. 3 M Sodium acetate, pH 6.0 (for precipitation of PCR products). 

9. 100%EtOH. 

10. Tag DNA polymerase (2 U/jxL). 

11. dH 2 0. 

12. EtOH/acetate precipitation mix: 5 \ih of 3 MNaOAc, pH 6.0 and 100 \ih of EtOH. 

13. Slide-cleaning solution: 400 g of NaOH in 400 mL of dH 2 then add 600 mL of 
95% EtOH. 

14. Poly-L-lysine solution: 70 mL of 0.1% (w/v) poly-L-lysine, 70 mL of tissue cul- 
ture phosphate-buffered saline (PBS)-Mg-Ca, 560 mL of dH 2 0. 

15. 3X Saline sodium citrate (SSC): dilute from 20X SSC. 

16. TAE: 40 mM Tris acetate, 1 mM EDTA. 

17. Polyacrylamide. 

18. Ultraviolet (UV) Stratalinker (Stratagene). 

19. Slide-blocking solution: 70 mM succinic anhydride in n-methylpyrrollinode. 

20. Diethylpyrocaronate (DEPC)-treated dH 2 0. 

21. GITC solution (50 mL final volume): 85 mg of sodium acetate and 23.64 g of 
guanidine isothiocyanate. Dissolve in 27.5 mL of DEPC-treated dH 2 0, add 2.5 mL 
of 10% sarkosyl, adjust the pH to 5.5 with acetic acid, and add 0.77 mg of 
dithiothreitol (DTT) just before use. 

22. CsCl solution: 95.97 g of CsCl (5.7 M), 0.83 mL of 3 M sodium acetate, pH 6.0, 
and 100 uL of DEPC. Dissolve in 100 mL of dH 2 0. 

23. Superscript II Rnase H reverse transcriptase: 200 U/jxL (Gibco-BRL, 
Gaithersburg MD). 

24. Oligo (dT) 20 (0.5 mg/mL). 

25. 50X lowT dNTP mix: 25 mM each of dATP, dCTP, dGTP; 10 mM dTTP. 

26. 5X Reverse transcriptase (RT) buffer (comes with SSII RT enzyme). 

27. 0. 1 M DTT (comes with SSII RT enzyme). 

28. [a 33 P] dCTP: >2500 Ci/mmol. 

29. 0.5 M EDTA. 

30. lMNaOH. 

31. 1M Tris-HCl. 

32. Biospin-6 chromatography column (Bio-Rad, Hercules, CA). 

33. Microcon 30 filtration unit (Millipore). 

34. TE: 10 mM Tris-HCl, pH 7.4, 1 mM EDTA. 

35. Scintillation counter. 

36. Incomplete hybridization buffer: 50% formamide, 2X SSC, 10% dextran sulfate. 

37. Poly d(A) 12 _ 16 (8 mg/mL). 
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38. Escherichia coli tRNA (4 mg/mL). 

39. Cot-1 DNA (10 mg/mL). 

40. Wash buffer 1: 0.5X SSC, 0.01% sodium dodecyl sulfate (SDS). 

41. Wash buffer 2: 0.06X SSC. 

42. Molecular Dynamics Storm or Bio-Rad FX fluorescence scanner. 

43. Molecular Dynamics Storm or Bio-Rad FX phosphorimager. 

44. 50X Denhardt's: 5 g of Ficoll, 5 g of polyvinyl pyrrolidone, 5 g of bovine serum 
albumin in 500 mL of dH 2 0. 

45. 20X SSC: 350.6 g of NaCl, 176.5 g of sodium citrate in 2 L of dH20. 

3. Methods 

3. 1. Amplification and Purification of cDNAs for Microarray 
Manufacture 

1. Label a PCR plate to match the template plate label. 

2. Add 99 nL of PCR mix containing 10 \iL of 10X PCR buffer, 1 jxL of forward 
primer, 1 jxL of reverse primer, 2 uL of dNTP cocktail, 10 jiL of 25 mMMgCL, 1 uL 
of Taq polymerase, and 74 uL of dH 2 0. 

3. Add 1 \xL of template into each well. 

4. Seal the PCR plate with PCR plate sealer and place in a PCR machine. 

5. Denature at 95°C for 3 min and amplify the cDNA using 30 rounds of PCR (94°C, 
30 s; 55°C, 30 s; 72°C, 60 s) with a further 5 min extension at 72°C at the end of 
30 cycles. 

6. Run 2 [iL of PCR products from each well on a 2% TAE agarose gel to assess 
amount and purity of cDNA present. 

7. Transfer 50 [xL of PCR product to a 96-well plate labeled to match the PCR 
plate label and add 105 u.L of EtOH/acetate precipitation mix to each well. 
Precipitate at -80°C for 1 h to overnight. Centrifuge the plates in a benchtop 
centrifuge equipped with 96-well plate carriers at 2500 rpm for 45 min. 

8. After centrifugation, remove the ethanol/water supernatant and wash the pellet 
with 70% ethanol, decant, and dry the plates overnight in a drawer covered with 
a clean paper towel. 

9. Add 20 u,L of 3X SSC to each well, seal the plates with plate sealer, and allow the 
PCR product to dissolve into solution by shaking on a plate shaker for 2 h. Store 
the plates at -20°C. 

3.2. Preparation of Poly-L-Lysine Coated Slides (see Note 1) 

1. Place the slides in a slide holder and submerge the slide holder in the cleaning 
solution (see Note 2). 

2. Shake for 2 h. 

3. Rinse five times for 5 min with dH 2 0. 

4. Submerge the slides in poly-L-lysine solution and shake for 1 h. 

5. Rinse once for 1 min with dH 2 0. 

6. Spin-dry the slides in a benchtop centrifuge equipped with 96-well plate carriers 
at 800 rpm for 3 min. 
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7. Transfer the slides to a clean plastic slide box (see Note 3). 

8. Allow slides to age for 2 wk before printing (see Note 4). 

3.3. Microarray Printing and Processing 

1. Print the cDNA resuspended in 3X SSC (see Note 5) prepared as previously 
described using an array er according to the manufacturer's instructions. 

2. Allow the printed microarrays to dry overnight and leave to age for 1 wk in a 
slide box in a drawer (see Note 6). 

3. Bake the slides in an oven for 30 min at 80°C. 

4. Hydrate the slides by holding over a 37°C water bath for 5 s (array side down), 
heat snap on top of a 100°C hot plate for 3 s (array side up), and cool to room 
temperature. Hydrate the slides again as above, and UV-crosslink at 450 x 100 [iJ 
with a UV Stratalinker. 

5. Block the slides with slide-blocking solution at room temperature with agitation 
for 25 min (see Note 7). 

6. Denature the slides by immersing directly into a 95°C dH 2 bath for 2 min and 
then into cold 95% EtOH for 1 min. 

7. Spin-dry the slides in a benchtop centrifuge equipped with 96-well plate carriers 
at 800 rpm for 3 min. 

3.4. Preparation of Total RNA: CsCI Method (see Note 8) 

1. For cells, pellet 1 x 10 6 to 1 x 10 8 cells at 300 rpm for 5 min. For tissue, quick- 
freeze 0.5 g of tissue in liquid nitrogen and grind to a fine powder; take care to 
keep the tissue frozen at all times. 

2. Add 5 mL of cold GITC to cells or ground tissues and lyse the cells (see Note 9). 

3. Into SW41 tubes, dispense 4 mL of CsCI and remove any air bubbles. 

4. Carefully layer the GITC-lysed sample on top. 

5. Fill and balance the tubes with GITC. 

6. Spin for 16-24 h in SW41 rotor at 32,000 rpm at 20°C. 

7. Carefully remove rotor from the centrifuge. 

8. Carefully remove the GITC and CsCI from the top carefully with a wide-bore plas- 
tic Pasteur pipet. The RNA is the clear, gelatinous pellet at the bottom of the tubes. 

9. Cut off the tubes about 10 mm from the base. 

10. Wash the pellet twice with 500 jxL of 70% EtOH at room temperature. 

1 1 . Dissolve the pellet in 400 [iL of DEPC-treated dH 2 0, and leave to dissolve on ice 
for several hours. 

12. Transfer to a microcentrifuge tube, and add 40 jxL of 3 M sodium acetate and 1 mL 
of EtOH to precipitate overnight at -70°C. 

13. Spin at 4°C for 30 min at 13,000 rpm in a microcentrifige. 

14. Dissolve the pellet in 50 ixL of DEPC-treated dH 2 (see Note 10). 

3.5. Preparation of Fluorescently Labeled Probes from Total RNA 

1. In a 0.2-mL PCR tube, mix 17 \ih of total RNA (100 ixg) and 2 \ih of oligo (dT) 20 . 
Denature at 65°C for 10 min in a PCR machine. 
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2. Return to ice and add to the tube 1 uE of RNAsin, 8 uE of 5X RT buffer, 4 uE of 
lowT dNTP mix, 4 uL of 0.1 M DTT, and 3 uL of Cy3-dUTP or Cy5-dUTP to 
respective primer-annealed RNAs. 

3. Vortex and quick-spin to remove air bubbles. 

4. Return to the PCR machine and bring the temperature to 42°C. 

5. After 2 min at 42°C, add 2 uE of SSII and mix the enzyme well into the reaction 
mix. Incubate at 42°C for 25 min. 

6. Add an additional 2 u,L of SSII and mix the enzyme well into the reaction mix. 
Incubate at 42°C for 35 min. 

7. Add 5 uL of 0.5 M EDTA to stop the reaction. 

8. Add 10 uE of lMNaOH and incubate at 65°C for 60 min to hydrolyze the residual 
RNA {see Note 11). 

9. Cool to room temperature. 

10. Add 25 uL of 1 MTris-HCl and 18 uE of dH 2 0. 

11. Place 500 uE of TE into each of two Microcon 30 filtration units. Add labeling 
reaction to each and centrifuge at 10,000 rpm in a microcentrifuge to concentrate 
to a 10- to 20-uE volume. 

12. Wash once with 300 uE of TE and concentrate to 10- to 20-mL volume. 

13. Invert the Microcon 30 into a fresh tube and centrifuge at 3000 rpm for 3 min in 
a microcentrifuge to harvest the labeled probes. 

14. Run 2 uE of cy5-labeled probes on a 2% TAE agarose gel with minimal dye 
added in the loading buffer. 

15. Scan the gel on a Molecular Dynamics Storm or Bio-Rad FX fluorescence scan- 
ner. Successful labeling produces a dense smear of probe from 400 to >1000 bp, 
with little pileup of low molecular weight transcripts. 

3.6. cDNA Microarray Hybridization and Washing: Fluorescently 
Labeled Probes 

1 . The volume required for hybridization is dependent on the size of the array used. 
Use 15-20 uE for half slide and 30 uE for a full slide. 

2. Combine Cy3- and Cy5-labeled probes and add to that 1 uE of poly d(A) 12 _i6, 
1 uE of tRNA, 1 uE of Cot- 1 DNA, 1 uL of 50X Denhardt' s, and 4.5 uE of 20X 
SSC to give a total volume of 30 uE. 

3. Heat at 95°C for 3 min. 

4. Cool on ice for 2 min and add 0.1 vol of 10% SDS. 

5. Centrifuge for 10 min at 13,000 rpm at 4°C in a microcentrifuge. 

6. Apply to the array avoiding any particulate matter at the bottom of the tube. 

7. Apply a cover slip. 

8. Hybridize at 65°C for 16-24 h in a sealed, humidified chamber (see Note 12). 

9. Remove the residual unbound probe from the slides by washing twice for 3 min 
each at room temperature in wash buffer 1 and once for 3 min in wash buffer 2. 

10. Spin-dry the slide in a slide holder at 800 rpm for 3 min on a benchtop centrifuge 
equipped with 96-well plate carriers. 
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3.7. Data Acquisition and Analysis with Microarrays: 
Fluorescently Labeled Probes 

1. Scan the microarray with a microarray scanner to collect fluorescence emission 
{see Note 13). 

2. Quantitate the fluorescence emission at each position within the microarray. 

3. Assign gene expression values by comparing the experimental data to the appro- 
priate controls {see Note 14). 

3.8. Preparation of 33 P-Labeled Probes from Total RNA 

1. In a 0.2-mL PCR tube, mix 13.5 \ih of total RNA (10 u,g) and 2 uE of oligo (dT) 20 
and denature at 65°C for 10 min in a PCR machine. 

2. Return to ice and add to the tube 1 u,L of RNAsin, 8 uE of 5X RT buffer, 4 jxL of 
lowT dNTP mix, 4 u,L of 0. 1 M DTT, and 5 u,L of [cc 33 P] dCTP {see Note 15). 

3. Vortex and quick-spin to remove air bubbles. 

4. Return to the PCR machine and bring the temperature to 42°C. 

5. Add 2 jxL of SSII and mix the enzyme well into the reaction mix. Incubate at 
42°C for 25 min. 

6. Add an additional 2 u,L of SSII and mix the enzyme well into the reaction mix. 
Incubate at 42°C for 35 min. 

7. Add 5 \iL of 0.5 M EDTA to stop the reaction. 

8. Add 10 u,L of 1 M NaOH and incubate at 65°C for 60 min to hydrolyze the 
residual RNA. 

9. Cool to room temperature. 

10. Add 25 u,L of 1 M Tris-HCl and 18 uE of dH 2 0. Purify the labeling reaction 
mixture in a Biospin-6 chromatography column. 

1 1 . Add 1 1 \*L of 3 M NaOAc and 300 \ih of EtOH to the 100-(iL purified probe and 
incubate at -20°C for 1 h. 

12. Spin in a microcentrifuge for 15 min at 13,000 rpm at 4°C. 

13. Remove the supernatant and wash with 70% EtOH. Spin again at 13,000 rpm for 
10 min. 

14. Air-dry the pellet and dissolve it in 20 uE of incomplete hybridization buffer. 

15. Count 1 u,L of probe in a scintillation counter (we routinely obtain ~5 x 10 6 to 
1 x 10 7 total counts from 10 \ig of total RNA). 

3.9. cDNA Microarray Hybridization and Washing: 33 P-Labeled 
Probes 

1. The volume required for hybridization is dependent on the size of array used: 
Use 15-20 [ih for a half slide and 30 jxL for a full slide. 

2. Add 40 \ig of poly d(A), 20 \ig of tRNA, and 50 \ig of Cot- 1 DNA to incomplete 
hybridization buffer to make 50 u,L of complete hybridization buffer. 

3. Add 5 x 10 6 to 1 x 10 7 count of probe to complete hybridization buffer. 

4. Heat at 95 °C for 5 min. 

5. Spin for 2 min at 13,000 rpm at room temperature in a microcentrifuge tube. 
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6. Apply to the array avoiding any particulate matter at the bottom of the tube. 

7. Apply a coverslip. 

8. Hybridize at 42°C for 16-24 h in a sealed, humidified chamber. 

9. Remove the residual unbound probe from the slides by washing three times for 
5 min each at 55°C in wash buffer 1 and once for 5 min wash in wash buffer 2. 

10. Air-dry the slides in a slide holder with the array sides down. 

3.10. Data Acquisition and Analysis with Microarrays: 
33 P-Labeled Probes 

1. Tape the dried hybridized slides onto 3MM paper uncovered. 

2. Place this in a bleached Phosphorimager cassette. 

3. Expose overnight and scan in a Molecular Dynamics Storm or Bio-Rad FX 
Phosphorimager at 50-^ resolution. 

4. Quantitate radioactivity at each position within the microarray. 

4. Notes 

1 . Precoated poly-L-lysine slides can be purchased from Sigma (St. Louis, MO) or BDH. 

2. It is important to wear powder-free gloves when handling slides. Make sure 
gloves are clean and grease free. 

3. It is important to use a plastic slide box with no cork. 

4. Aged slides become hydrophobic, that is, water drops leave no trail when moving 
across the slide surface. 

5. The optimal concentration of cDNA for printing is 0.2-0.5 mg/mL. 

6. Aging slides after printing seems to help cDNA binding to the slides and results 
in better hybridization. 

7. It is crucial to block the slides with blocking solution to reduce background and 
increase signal/noise. 

8. Alternative RNA preparation methods: Qiagen RNeasy or Ambion RNAqueous 
work well in our hands to produce quality RNA for labeling. 

9. We routinely homogenize tissues after adding GITC to ensure good lysis. 

10. If RNA looks dirty or 260/280 is <1.9, extract once with phenol/CHC13 and EtOH 
precipitate. 

1 1 . Alternatively, RNase H can be used to degrade RNA. 

12. A humid chamber can be purchased from Telechem or you can make your own 
by placing wet 3MM paper in a plastic box with a tight lid. 

13. Several scanners are available commercially — Axon, Genetic MicroSystems, GSI 
Luminors, and Virtex — or you can build your own following instructions avail- 
able from http://cmgm.stanford.edu/pbrown/index.html. 

14. Various commercial software packages are available for image analysis. Free 
software can be downloaded from http://rana.stanford.edu.au or http:// 
chroma.mbt.washington.edu/mod_www/tools/index.html. 

15. Based on specific activity of [a 33 P] dCTP >2500 Ci/mmol. 
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Gene Expression Profiling in 
Cancer Using cDNA Microarrays 

Javed Khan, Lao H. Saal, Michael L. Bittner, Yuan Jiang, 
Gerald C. Gooden, Arthur A. Glatfelter, and Paul S. Meltzer 



1. Introduction 

The principle of cDNA microarray hybridization takes advantage of the 
property of DNA to form duplex structures between two complementary 
strands. In this technique (Fig. 1), the cDNA probes, which are arrayed onto a 
glass slide and represent the sequence of known genes or expressed sequence 
tags (ESTs), interrogate fluorescently labeled cDNA targets synthesized from 
extracted mRNA. In two-color microarray experiments, the differentially 
labeled cDNA targets (e.g., from tumor and normal tissue) hybridize to their 
respective cDNA probe sequences tethered to the slide. After imaging the 
microarray slide for signal intensities in each color channel, the relative 
expression ratio for each arrayed gene can be determined. In contrast to tradi- 
tional gene-by-gene expression monitoring (such as Northerns), the cDNA 
microarray technique is limited only by the number of genes printed on the 
slide and, therefore; allows the analysis of gene expression on a truly 
genomewide scale (see Note 1). 

In 1994, Drmanac et al. (1,2), who used radioactive targets hybridized onto 
filter-immobilized polymerase chain reaction (PCR)-amplified cDNA probes, 
described gene expression monitoring using microarrays. In 1995, Schena et al. 
(3) first described the hybridization of two-color fluorescently labeled targets 
to cDNA microarrays printed on glass. The two-color detection scheme has the 
advantage over radioactively labeled targets by allowing rapid and 
simultaneous differential expression analysis of two biologic samples, with 
one color used as a reference for normalization purposes. The reference allows 
for compensation of target-to-target and slide-to-slide variations in intensity 
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Fig. 1. The entire microarray process is summarized. (1) Plasmid DNA is extracted from the bacterial clones, and the cDNA insert 
PCR amplified using vector primers. The products are purified and printed onto immobilized slides using robots. Expression arrays 
containing up to 30,000 genes can be printed onto a microscope glass slide. (2) Total RNA extracted from test and reference cells is 
fluorescently labeled using oligo dT-primed reverse transcription by utilizing nucleotides tagged with either Cy3 or Cy5, respectively. 
(3) The probe mixture is hybridized to the microarray on the glass slides. (4) Fluorescence intensities at the immobilized targets are 
measured using laser confocal microscopes with the appropriate excitation lasers and emission filters. Each of the images is arbitrarily 
assigned a pseudo-color (i.e., Cy5 = red and Cy3 = green). A normalization process is performed to compensate for differential 
efficiencies of labeling and detection of Cy3 and Cy5. The two fluorescent images thus constitute the raw data from which differential 
gene expression ratio values are calculated. (5) Data mining tools are being developed depending on the experimental design. For 
instance, template-based clustering can identify genes sequentially expressed in time. Multidimensional scaling allows visualization 
of the similarity of expression profiles between experiments where the distance between the experiments correspond as closely as 
possible to 1 minus the Pearson correlation coefficient of the gene expression. Similarly, the relationships between genes and experi- 
ments can also be visualized by hierarchical clustering. 
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owing to DNA concentrations and hybridization efficiencies, and thereby per- 
mits comparisons among multiple biologic samples across many experiments. 

With more than 2,800,000 human EST sequences available (http://www.ncbi. 
nlm.nih.gov/dbEST/dbEST_summary.html) at the latest UniGene build 137, 
representing 50-90% of all human genes, it is now possible to uncover the 
gene expression profiles of human cancers, querying the expression of thou- 
sands of genes in a single experiment. Global gene expression of different types 
of cancer may allow the development of expression profiles unique for a can- 
cer (4-7) and may lead to the development of rapid diagnostic assays. It may 
also identify secreted and membrane proteins (8) that can be used for early 
diagnosis and for monitoring therapy. Gene expression profiles can also be 
correlated with clinical data to help predict biologic behavior (9) and may allow 
us to direct therapy. In addition, this information may be useful in dissecting out 
the pathways involved in therapy failure (10), or malignant transformation with 
oncogenic transcription factors (7/), and may ultimately provide novel thera- 
peutic targets. Interest in microarray technology has risen in the pharmaceuti- 
cal industry for new cancer drug discovery and for monitoring the effects of 
novel therapeutic agents (12). The list of potential uses of this technique is 
endless and is not limited to cancer research (13,14). 

The steps involved in microarray analysis are summarized in Fig. 1. In brief, 
it involves cDNA microarray production, making fluorescent targets, hybrid- 
ization, image acquisition, normalization and data analysis, and data mining. 

The following protocols are meant to be a general guide to setting up a 
microarray facility; other kits, reagents, and protocols may be substituted where 
necessary. 

2. Materials 

All materials may be stored at room temperature unless otherwise noted. 

2. 1. cDNA Microarray Production 

2.1.1. Clone Production 

1 . Luria-Bertani (LB) broth (cat. no. 359-000; Biofluids Division, BSI, Rockville, MD). 

2. Superbroth (cat. no. 371-000; Biofluids Division). 

3. 96-Well round-bottomed plates (cat. no. 3799; Corning, Corning, NY). 

4. ThinSeal Plate Sealers (cat. no. STR-THIN-PLT; Excel Scientific, Wrightwood, CA). 

5. 96-Well Culture Blocks (cat. no. 4050066; Edge BioSystems, Gaithersburg, MD). 

6. Airpore Tape Sheets (cat. no. 19571; Qiagen, Valencia, CA). 

7. Carbenicillin. 

8. Ampicillin. 

9. 96-Pin inoculation stamp. 
10. 100%Ethanol. 
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2. 1.2. Isolation of Plasmid DNA 

1. 96-well Alkaline Lysis Miniprep Kit (cat. no. 91528; Edge BioSystems). Store 
all buffers at 4°C. 

2. 1 M Tris-HCl, pH 8.0 (cat. no. 5568UA; Gibco-BRL, Rockville, MD). 

3. 0.5 M EDTA, pH 8.0 (cat. no. 750009; Research Genetics, Huntsville, AL). 

4. 100% Ethanol. 

2.1.3. PCR Amplification of Clones 

1 . Cycleplate thin-walled PCR plate (cat. no. 1038-00-0; Robbins Scientific, Sunnyvale, CA). 

2. Cycleseal PCR Plate Sealer (cat. no. 1038-00-0; Robbins Scientific). 

3. MJ Research (DNA Engine Tetrad) PTC-225 Peltier Thermal Cyclers. 

4. 10X PCR Buffer (cat. no. N808-0189; Perkin-Elmer, Wellesley, MA) (4°C). 

5. Ampli Taq Polymerase (cat. no. N808-4015; Perkin-Elmer) (-20°C). 

6. dNTPs (100 mM stocks) (cat. no. 27-2035-02; Amersham Pharmacia, Piscataway, 
NJ) (-20°C). 

7. Diethylpyrocarbonate (DEPC)-treated H 2 (cat. no. 750024; Research Genetics). 

8. AEK Ml 3 forward (F) and reverse (R) primers, a custom oligo (Midland Certi- 
fied, Midland, TX) (-20°C): 

a. AEKM13F: 5'-GTTGTAAAACGACGGCCAGTG-3' (stock concentration of 1 mM). 

b. AEK M13R: 5-CACACAGGAAACAGCTATG-3' (stock concentration of 1 mM). 

2.1.4. Quantification of PCR Product 

1. FluoReporter Blue Fluorometric dsDNA Kit (cat. no. F-2962; Molecular Probes, 
Eugene, OR) (4°C). 

2. Microfluor 2 White 96-well U-bottomed plates (cat. no. 7 1 05 ; Dynex, Chantilly , VA). 

3. Lambda Hindlll fragments (cat. no. 15612-013; Gibco-BRL) (-20°C). 

4. Perkin-Elmer Luminescence Spectrometer LS50B. 

2.1.5. Purification of PCR Product 

1. 96-Well V-bottom plates (cat. no. 3894; Corning). 

2. Cyclefoil plate sealers (cat. o. 1044-39-3; Robbins Scientific). 

3. Super T21 Centrifuge (Sorvall, Newtown, CT). 

4. 1575 ImmunoWash (Bio-Rad, Hercules, CA). 

5. 100% Ethanol and 70% ethanol. 

6. 3 M Sodium acetate buffered to pH 6.0. 

7. 3X Saline sodium citrate (SSC): 20X SSC stock: 3 MNaCl, 0.3 M sodium citrate. 
Dilute accordingly. 

8. Quart-size heat-sealable bags and (cat. no. 404; Kapak, Minneapolis, MN). 

9. Electric sealer. 

2.1.6. Poly-L-Lysine Pretreatment of Glass Slides 

1. Gold Seal slides: These slides have consistently low intrinsic fluorescence (cat. 
no. 3011; Becton Dickinson, Franklin Lakes, NJ). 
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2. 50-Slide stainless steel slide racks and glass tanks (cat. no. 900400; Wheaton, 
Millville, NJ). 

3. Sodium hydroxide (pellets). 

4. 100% Ethanol: The source alcohol should be examined in a fluorometer to ensure 
that it has very low levels of contaminating fluorescent organic compounds. 

5. 0.1% (w/v) Poly-L-lysine (cat. no. P8920; Sigma, St. Louis, MO). 

6. Tissue culture phosphate-buffered saline (PBS): 8 g/L of sodium chloride, 0.2 g/L 
of potassium chloride, 1 .44 g/L of sodium phosphate dibasic anhydrous, 0.24 g/L 
of potassium phosphate monobasic (sterilized and filtered). 

7. 25-Slide plastic slide racks and plastic tanks with lids (cat. no. 195 and no. 196; 
Shandon Lipshaw, Pittsburgh, PA). 

2.1.7. Blocking Slides After Printing with Succinic Anhydride 

1. l-Methyl-2-pyrrolidinone (cat. no. 32,863-4; Aldrich, Milwaukee, WI). 

2. Succinic anhydride (cat. no. 23,969-0; Aldrich). 

3. 1 M Sodium borate, pH 8.0. Adjust pH of boric acid with sodium hydroxide. 

4. Stratagene UV Stratalinker 2400. 

5. 30-Slide stainless steel slide rack (cat. no. 900234; Wheaton). 

6. 30-Slide glass submersion tanks (cat. no. 900303; Wheaton). 

7. 100% Ethanol. 

8. Glass beakers (500-mL) and stir bars. 

9. Large glass dish (14-in. casserole). 

10. Large round Pyrex dishes (8-in. diameter). 

11. Plastic slide box. 

2.2. RNA Extraction and Target Production 

2.2.1. RNA Extraction 

1 . Virsonic 1 00 with microprobe (conical titanium probe, 1 . 8-mm-diameter tip) (cat. 
no. 346411; Virtis, Gardiner, NY). 

2. RNeasy Midi Kit (cat. no. 75142; Qiagen). 

3. TRIzol (cat. no. 15596-018; Gibco-BRL) (4°C). 

4. Microcon-30 (cat. no. 142410; Millipore, Bedford, MA). 

5. (3-Mercaptoethanol (cat. no. 806445; ICN Biomedicals, Aurora, OH). 

6. DEPC H 2 (cat. no. 750024; Research Genetics). 

7. Chloroform. 

8. Isopropanol. 

9. 50 mM Sodium hydroxide. 
10. 70% Ethanol. 

2.2.2. Direct Labeling of cDNA with Fluorescent Dyes 

1. 10X Low T dNTPs nucleotide mix (-20°C): 25 [ih each of dGTP, dATP, and 
dCTP for a 0.5 mM final (1/10) concentration; 10 \iL of dTTP for a 0.2 mM (1/10) 
concentration; and 415 \ih of DEPC H 2 for a total volume of 500 \iL (100 mM 
dNTPs from Amersham Pharmacia; cat. no. 27-2035-02). 
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2. FluoroLink Cy3-dUTP 1 mM (cat. no. PA53022; Amersham Pharmacia) (photo- 
sensitive) (-20°C). 

3. FluoroLink Cy5-dUTP 1 mM (cat. no. PA55022; Amersham Pharmacia) (photosen- 
sitive) (-20°C). Cye dyes are also available from NEN Life Sciences, Boston, MA. 

4. Superscript II reverse transcriptase (RT) enzyme, 5X First Strand Buffer, 0.1 M 
dithiothreitol (DTT) (cat. no. 18064-014; Gibco-BRL) (-20°C). 

5. Anchored oligo-dT (d-20T-d[AGC]) (1 u,g/^iL) primer (-20°C). 

6. Rnase Inhibitor RNAsin (cat. no. N21 1 A; Promega, Madison, WI) (-20°C). 

7. DEPC H 2 (cat. no. 750024; Research Genetics). 

2.2.3. Target Purification 

1. 0.5 M EDTA, pH 8.0 (cat. no. 750009; Research Genetics). 

2. 1 MTris-HCl, pH 7.5 (cat. no. 351-006-100; Quality Biological, Gaithersburg, MD). 

3. 1 M Sodium hydroxide. 

2.3. Mic roar ray Assembly 

1. Poly dA (10 mg/mL) (cat. no. P9403; Sigma) (-20°C). 

2. Yeast tRNA (4 mg/mL) (cat. no. 15401-011; Gibco-BRL) (-20°C). 

3. Human Cot-1 DNA (concentrated to 10 mg/mL) (cat. no. 15279-011; Gibco- 
BRL) (-20°C). 

4. 50X Denhardt's (cat. no. 750018; Research Genetics) (-20°C). 

5. 10% Sodium dodecyl sulfate (SDS) (cat. no. 750008; Research Genetics). 

6. Slide hybridization chamber (cat. no. AHC-1; TeleChem, Sunnyvale, CA). 

7. 20X SSC: 3 M NaCl, 0.3 M sodium citrate. 

2.4. Posthybridization Slide Washes 

1. Glass Coplin staining jars (cat. no. 900470; Wheaton). 

2. 25-Slide plastic slide racks (cat. no. 195; Shandon Lipshaw). 

3. Wash Solution #1: 0.1% SDS + 0.5X SSC in ddH 2 (filtered). 

4. Wash Solution #2: 0.01% SDS + 0.5X SSC in ddH z O (filtered). 

5. Wash Solution #3: 0.06X SSC in ddH 2 (filtered). 

3. Methods 

3. 1. cDNA Microarray Production 

The choice of which genes or ESTs to print are user specified. For human 
cancer profiling, we are currently using the "22K" human gene set comprising 
22,320 human UniGene clones available from the IMAGE consortium and dis- 
tributed by Research Genetics. Within the set are approx 4000 clones corre- 
sponding to known genes; the rest are unknown genes or ESTs. Currently, 
arrays of up to 15,000 probes are printed. The probe DNA is made from the 
IMAGE clones, which are arrayed in 96-well format and are used as template 
for PCR amplification. 
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Currently, prefabricated high-density microarrays can be purchased from a 
number of sources such as TeleChem (http://www.arrayit.com). Companies 
such as Incyte (http://www.incyte.com/) offer microarray hybridization and 
analysis services to investigators who provide the RNA. The Affymetrix 
GeneChips (http://www.affymetrix.com) are high-density arrays of oligonucle- 
otide probes synthesized simultaneously on a large glass wafer by photolithog- 
raphy. Protocols for RNA preparation and microarray hybridization for these 
commercial solutions vary considerably. 

3.1.1. Clone Production 

3.1 .1 .1 . Pregrowth of Clones to Ensure Maximum Plasmid Production 

{see Note 2) 

1. In sterile 96-well round-bottomed plates, add 100 jxL of LB broth/well with 
100 u,g/mL of carbenicillin. 

2. Thaw frozen 96-well library plates containing source bacterial cultures and spin 
briefly for 2 min at 200 rcf to remove condensation and droplets from the sealer. 

3. Sterilize the 96-pin inoculation stamp between samples using 100% ethanol, and 
flame the pins using appropriate safety precautions. 

4. After briefly allowing the inoculation block to cool, dip the pins in the library 
plate, and then inoculate the equivalent LB plate ensuring correct orientation. 
Sterilize the inoculation pins as in step 3. 

5. Reseal the library plates with plate sealers (ThinSeal). Store the library plates 
at-70°C. 

6. Incubate the growth plates in a humidified oven overnight at 37°C. 

3.1 .1 .2. Inoculation of Deep-Well Culture Blocks 

1. Add 1 mL of Superbroth, containing 100 jxg/mL of carbenicillin, to each well of 
the 96-well culture blocks using an eight-channel pipettor. 

2. Using the 96-pin inoculation stamp, inoculate the 96-well culture blocks. 

3. Cover (Airpore sheets) and place the blocks in a 37°C shaker incubator 
(200 rpm) for 24 h. 

3. 1.2. Isolation of Plasmid DNA 

1. Isolate plasmid DNA from the cultures using the miniprep kit according to the 
manufacturer' s protocol. 

2. Resuspend the plasmid DNA in 200 uL of T. low E. (10 mM Tris-HCl, 
0.1 mMEDTA). 

3. Store the DNA at -20°C and use as template for PCR amplification (see Sub- 
heading 3.1.3.) 

3.1.3. PCR Amplification of Clones 

The isolated DNA is used as a template for PCR amplification with vector 
primers (AEK-M13) using a 96-well format, typically 12 plates at a time. 
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1 . Make a PCR reaction mix by combining the components in Table 1 (see Note 3). 

2. Using a multichannel pipet, transfer 99 |iL of the master mix to each well of the 
PCR plates (Cycleplates). 

3. Using a multichannel pipet, transfer 1 jxL of appropriate template DNA in each 
well taking care to retain the plates orientation and order (see Note 4). 

4. Cover the plates with sealers (Cycleseal) and place in a thermocycling device. 

5. Amplify the templates using the following cycle conditions: 

a. Step 1.96°Cfor30s. 

b. Step 2. 94°C for 30 s. 

c. Step 3. 55°C for 30 s. 

d. Step4.72°C for 150 s. 

e. Step 5. Repeat steps 2-4, 24 times. 

f. Step 6. 72°C for 5 min. 

3.1.4. Quantification of PCR Product 

1 . Analyze 2 jxL of each PCR product by electrophoresis on a 2% TAE agarose gel 
containing 0.5 jxg/mL of ethidium bromide. We obtain a digital image of the gel 
under UV illumination and analyze the electrophoresis products to ensure that a 
single band of distinct size is produced for each sample. The intensity of the band 
gives an estimate of the relative amount of product. 

2. Quantify the PCR products using fluorometric quantitation (see Note 5). 
Expected yield is -100 jxg/mL. 

3. 1.5. Purification of PCR Product Purification 

1. Prepare an ethanol/acetate precipitation mix (150 mM sodium acetate, pH 6.0, in 
ethanol). Add 200 mL of the precipitation mix to each well of a V-bottomed 
96-well plate. 

2. Using a multichannel pipettor, transfer the remaining (approx 97 mL) PCR prod- 
ucts to their corresponding wells containing the precipitation mix (see Note 6). 

3. Place the plates in the -80°C for 1 h, or overnight at -20°C, to precipitate the DNA. 

4. Allow the plates to thaw (to reduce brittleness and melt any ice), and spin in a 
high-speed swinging-holder centrifuge (Sorvall Super T21). We typically spin 
stacks of three plates at 1600 rcf for 1 h (see Note 7). 

5. After centrifugation, remove the supernatant from plates, and dispense a 70% 
ethanol wash, 150 mL/well, using a plate-processing station such as the Bio-Rad 
1575 ImmunoWash. 

6. Centrifuge the plates as in step 4 at 1600 rcf for 1 h, and remove the supernatant. 
In a dust-free area, allow the plates to dry overnight without lids and covered 
with clean paper towels. 

7. Resuspend the PCR products in 40 u,L of 3X SSC. Seal the plates with foil sealer 
making sure that all wells are tightly sealed. Place the plates in an airtight heat- 
sealed bag with a moistened paper towel, and place in a 65°C oven for 2 h (see 
Note 8). 

8. Remove the cooled plates and store at -20°C. 
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Table 1 

Components for PCR Reaction Mix 



Reagent 


Stock 


Final 


Volume per 1000 reactions (mL) 


PCR buffer 


10 X 


1 X 


10 


dATP 


100 mM 


0.2 mM 


0.2 


dTTP 


100 mM 


0.2 mM 


0.2 


dGTP 


100 mM 


0.2 mM 


0.2 


dCTP 


100 mM 


0.2 mM 


0.2 


AEKM13F 


1000 \iM 


0.5 \iM 


0.05 


AEKM13R 


1000 \xM 


0.5 \xM 


0.05 


Ampli Taq Polymerase 


5U/nL 


0.05 U/[xL 


1 


DEPC H 2 






87.1 



3.1.6. Poly-L-Lysine Pretreatment of Glass Slides 

Treatment of slides with a coat of poly-L-lysine allows the target DNA to 
adhere to the surface and minimize loss during hybridization (see Note 9). 



1. 

2. 



3. 

4. 

5. 

6. 



10. 
11. 



Place new Gold Seal microscope slides into a stainless steel 50- slide rack. 
Prepare cleaning solution in a large glass beaker (500 mL is required per 50- slide 
glass tank): 400 mL of ddH 2 0, 100 g of NaOH, of 600 mL of 95% ethanol. Dis- 
solve NaOH in water, and then add ethanol. Stir until the solution is clear. If the 
solution does not clear, add H 2 until it does. 

Dispense the cleaning solution into 50- slide glass tanks. Submerge the rack in 
the cleaning solution and shake for 2 h on an orbital shaker. 
Remove the slides and rinse with fresh ddH 2 for 2-5 min. Repeat the wash four 
times, each time using fresh ddH 2 (see Note 10). 
Move the clean slides to 25 -slide plastic racks. 

Prepare the poly-L-lysine solution as follows (for two boxes of 25 slides each): 35 mL 
of poly-L-lysine (0.1% [w/v]), 35 mL of tissue culture PBS, 280 mL of ddH 2 0. 
Dispense the poly-L-lysine solution into plastic 25 -slide containers. Submerge 
the rack in poly-L-lysine solution, cover with a lid, and shake for 1 h. 
Rinse once in ddH 2 for 1 min. 

Centrifuge the rack in a low-speed swinging-holder centrifuge to remove free 
liquid. 

Immediately transfer to a clean slide box. 
Allow the slides to age for 2 wk before printing (see Note 11). 



3.1.7. Microarray Slide Printing 

The next stage is printing of DNA probes on the coated glass slides. The 
printing process refers to the robot-driven sequential transfer of individual 
purified PCR-amplified fragments from a 96-well microtiter tray to exact, pre- 
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defined locations on glass slides. Several arrayers are available from commercial 
companies: Affymetrix 417 Arrayer (http://www.affymetrix.com/products/ 
spotted.html), Cartesian Technologies (http://www.cartesiantech.com/), Beecher 
Instruments (http://www.beecherinstruments.com/), Genomic Solutions (http:// 
www.genomicsolutions.com/), BioRobotics (http://www.biorobotics.co.uk/). It is 
also possible to build you own arrayer for approx US $25,000 (http:// 
cmgm.stanford.edu/pbrown/), and arrayers have been built in several academic 
settings (15). 

The Cancer Genetics Branch custom-built arrayers, using "quilF'-type pens, 
print sequentially up to 16 spots at once on each of 48 or 96 slides, wash and 
dry the print pens before picking up the next set of cDNAs, and repeat until a 
complete 96-well plate of probe DNA has been printed (13). At this time, 
96-well plates must be manually changed; however, an autoloading mecha- 
nism is in development. Each pen collects approx 200-500 nL and deposits 
between 2 and 3 nL (0.2-0.5 ng) of PCR product. 

After printing is complete, identifying marks are etched along the top of 
each slide (print number and slide number) with a diamond scriber and the 
slides are placed in plastic slide box (use simple plastic slide boxes with no 
paper or cork to shed particles) (see Note 12). 

3. 1.8. Blocking Slides After Printing with Succinic Anhydride 

To reduce nonspecific binding of strongly negatively charged target on 
microarray slides, the positively charged amine groups on poly-L-lysine-coated 
slides are passivated by reaction with succinic anhydride. We routinely pro- 
cess 48 slides at a time (see Note 13). 

1. Age the slides for 1 wk at room temperature after printing (see Note 14). 

2. Place the slides in a glass casserole dish and cover with plastic wrap. UV- 
crosslink printed cDNA with a dose of 450 mJ of UV energy (Strategene 
Stratalinker). 

3. Place the slides in stainless steel 30-slide racks, and place the racks in clean glass 
tanks. Prepare the passivation reaction (for one tank) in a dedicated, dry 500-mL 
beaker: 6 g of succinic anhydride, 325 mL of l-methyl-2-pyrrolidinone, 25 mL 
of 1 M sodium borate, pH 6.0. When succinic anhydride has completely dis- 
solved, add 25 mL of 1 M sodium borate buffer while mixing, and quickly pour 
onto the slides (see Note 15). 

4. Shake the slides for 20-30 min on an orbital shaker — some precipitation will 
occur. While blocking, boil ddH 2 in a clean Pyrex dish using a hot plate, so that 
it will be ready after the reaction (see Note 16). 

5. Remove the slide holder from the passivation reaction, and dunk immediately in 
boiling ddH 2 to denature the DNA. Turn off the heat source and let stand for 
2 min in the nearly boiling ddH 2 bath. Remove the slide holder, and dunk in a 
fresh glass tank with 100% ethanol to dehydrate the slides. 
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6. After 3-5 min in ethanol, remove the slides and centrifuge dry in a low-speed 
swinging-holder centrifuge. 

7. Place the dry slides in a clean slide box. 

3.2. RNA Extraction and Target Production 

RNAs isolated from the cells or tissue one wishes to analyze are used as the 
template for synthesis of fluorescently labeled cDNA targets. For cell lines, 
RNA first extracted using a Qiagen RNeasy kit followed by a further round of 
purification using TRIzol yields excellent results (two rounds of TRIzol extrac- 
tion is recommended for tissues). The amount of total RNA in each channel 
required for a microarray experiment varies from 50 to 200 ^g, with the pre- 
cise amount varying with the size of the array and fluorescent nucleotide used 
(see Note 17). 

Considerable thought should be given to what reference cell line or tissue to 
use for your microarray experiments. The reference should be abundant and 
offer at least a minimal intensity for all genes printed on your array (if a gene 
has no intensity in the reference channel, then ratios and other statistical calcu- 
lations cannot be computed because the denominator cannot be zero). 

3.2.1. RNA Extraction 

1. For the RNeasy kit, follow the manufacturer's guidelines. At the final elution 
stage, elute with two successive aliquots of 150 uE of RNase-free water (see 
Note 18). 

2. Determine the concentration of your RNA in 50 mM NaOH. At this time it may 
be convenient to aliquot out appropriate quantities (55-220 u,g) of your RNA 
before beginning the second round of purification (see Note 19). 

3. Extract the eluted RNA a second time by adding 1 mL of TRIzol/0.3 mL of elu- 
ent, vortexing, and following manufacturer guidelines for RNA extraction. You 
may leave the precipitated RNA in isopropanol at -80°C for later use. 

4. If the RNA is to be used immediately, wash the RNA pellet twice with 70% etha- 
nol, remove the ethanol, and dry the pellet (air-dry or Speedvac) (see Note 20). 

5. Resuspend the dried RNA pellet (50-200 jig) in 400 \iL of RNase-free H 2 0. 
Take 1 uE for final RNA concentration measurement, and make sure the total 
amount of RNA for labeling with Cy3 is 80-100 [xg, and 150-200 jxg for Cy5. 

6. Transfer the RNA to a Microcon-30 and centrifuge at 14,000 rcf for 7-12 min to 
concentrate the RNA. Concentrate the RNA to <14 uE (see Note 21). 

7. Elute the RNA and bring to a final volume of 14 uE with DEPC H 2 0. 

3.2.2. Direct Labeling of cDNA Using Fluorescent Dyes 

The labeling of complex probes is accomplished by direct incorporation of 
fluorescent nucleotides during an RT reaction. Currently, the factors of label- 
ing efficiency, fluorescent yield, spectral separation, and nonspecific binding 
make the Cy3/Cy5 pair the most useful for our detection system. Although a 
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number of conjugated fluorophores are available (dCTP, dUTP, amino-allyl 
dUTP RT coupled to monofunctional dyes), we have found that Amersham 
Pharmacia dUTP-conjugated Cy3/Cy5 yields consistent results. Other labeling 
systems are being tested. 

1. Preanneal RNA with anchored oligo-dT (d-20T-d[AGC]) (1 ng/uL) primer: 14 uL 
of RNA, 3 jj,L of anchored oligo-dT primer. Incubate in a thermocycler at 70°C 
for 5 min and cool to 42°C. 

2. Mix the RT labeling reaction: 4 \ih of Cy3 or Cy5-dUTP (1 mM), 8 \ih of 5X 
First-Strand Buffer, 4 \ih of 10X low T dNTP mix, 4 \ih of 0.1 M DTT, 1 \iL of 
Rnase Inhibitor RNAsin, 2 \ih of SSII RT. 

3. Add RT labeling mix to the preannealed RNA. 

4. Incubate at 42°C for 30-60 min. 

5. Add 2 [ih of SIIRT enzyme, incubate at42°C for another 30-60 min, and cool to 
room temperature. 

3.2.3. Target Purification 

The labeled target reaction must be purified to remove unincorporated nucleotides. 

1. To stop the labeling reaction, add 5 jiL of 0.5 M EDTA, pH 8.0, and mix well. 

2. To hydrolyze the RNA, add 10 \iL of 1 M sodium hydroxide and mix well. Incu- 
bate at 65°C for 20-30 min, then cool to room temperature. 

3. Add 25 \iL of 1 M Tris-HCl, pH 7.5, to neutralize the NaOH. 

4. Purify each labeled color individually for the first purification. In Microcon-30 
spin columns, add labeled target and bring up to a total volume of 400 uT with 
DEPC H 2 0. Spin the column at 16,000 rcf for about 8 to 9 min to a volume of 
approx 50 jxL (see Note 22). 

5. Recover each target. For the second purification, pool the Cy3- and Cy5-labeled 
targets for an experiment in a new Microcon-30 column, and bring up to a total 
volume of 400 \\L of H 2 0. 

6. Concentrate the combined targets to a 25-jxL final volume for hybridization. 

3.3. Hybridization 

Hybridization volumes may vary depending on array size. The following is 
based on a 20 x 40 mm array. Adjust volumes proportionally and use appropri- 
ate sized cover slips for smaller/larger arrays. 

3.3.1. Microarray Assembly 

1 . Make the hybridization mixture containing competitor DNA (to reduce nonspe- 
cific binding and background): 25 \xL of pooled Cy5/Cy3 labeled targets, 1.5 u,L 
of poly dA (10 mg/mL), 1.5 U.L of yeast tRNA (4 mg/mL), 1.5 \xh of human Cot-1 
DNA (10 mg/mL), 1.5 \xL of 50X Denhardts, 5 uT of 20X SSC (see Note 23). 

2. Denature at 98°C for 2 min and cool on wet ice for 10 s. 

3. Add 0.8 uT of 10% SDS. 
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4. Pipet hybridization targets up and down several times until well mixed, and place 
the mixture on a microarray under a 24 x 50 mm glass coverslip (see Note 24). 

5. Place the microarray slide in a hybridization chamber with 15-20 u,L of 3X SSC 
to maintain humidity within the chamber. 

6. Incubate the microarray hybridization chamber in a 65 °C water bath for 12-18 h. 

3.3.2. Posthybridization Slide Washes 

After hybridization, the hybridization solution and any unbound target must 
be removed from the surface of the slide to reduce background. 

1. Remove the microarray hybridization chamber from the water bath (see Note 25). 

2. Dispense wash solutions into Coplin staining jars. Open the hybridization cham- 
ber and immediately place the slide in Wash #1 until the coverslip slips off. Once 
the coverslip comes off, agitate gently for 2 min (see Note 26). 

3. Transfer the slide to Wash #2 and agitate gently for 2 min. 

4. Transfer the slide to Wash #3 and agitate gently for 2 min. 

5. Place the slide in a plastic 25-slide rack and spin in a centrifuge equipped with a 
swinging carrier (horizontal) that can hold the slide holder. Spin immediately 
(900 rcf for 2 min at room temperature). 

6. Scan the slide as soon as possible. 

3.4. Image Acquisition 

Target fluorescence intensities at the immobilized probes can be measured 
using a variety of commercially available scanners (16). The following is a 
brief list scanners and contact information: 

1. Affymetrix: 418 Array Scanner — Scanning laser digital imaging epifluorescence 
microscope; 5320 nm (350 mW) and 6350 nm (350 mW) lasers with 3-min scan 
time per slide. Cost: US $50,000 (http://www.affymetrix.com/). 

2. Agilent: Under development (http://www.agilent.com/). 

3. Axon: GenePix 4000— 532-nm (20-mW) and 635-nm (15-mW) lasers with 10-ixm 
pixel resolution and 5-min scan time per slide. Cost: US $50,000 (http://www. 
axon.com/). 

4. Beecher Instruments: Scanner — laser confocal, two simultaneous photomultiplier 
tube channels, three lasers: 488 nm at 75 mW, 532 nm at 100 mW, 633 nm at 35 mW 
with 10- to 100-u.m pixel resolution (http://www.beecherinstruments.com/). 

5. Genomic Solutions: GeneTAC LS IV and GeneTAC 2000— Charge-coupled 
device camera with high-energy xenon light source; can scan up to four fluors 
per slide. Cost: US $60,000 (http://www.genomicsolutions.com/). 

6. GSI Lumonics: ScanArray LITE, ScanArray 4000, ScanArray 5000 — Scanning 
confocal laser GHeNe 543 nm (Cy3) and RHeNe 632 nm (Cy5) (http://www. 
genscan.com/). 

7. Molecular Dynamics: Array Scanner — Confocal optics, nine-element lens; HeNe 
and NdYag lasers; scanning time per slide: 5 min for single color, 1 1 min for two 
color. Cost: US $110,000 (http://www.moleculardynamics.com/). 
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8. Packard Instruments: BioChip Imager — Epifluorescence confocal scanning laser 
system. 543 nm (Cy3) and 633 nm (Cy5) HeNe lasers with 50-, 20-, or 10-|j,m 
pixel resolution (http://packardinst.com/). 

The scanners used by our laboratory are Beecher Instruments or Agilent 
custom-built dual-laser confocal microscopes that generate two-color simulta- 
neous digital scans saved to an IBM PC. Intensity data are integrated in 10- to 
15-fxm square pixels and recorded at 16 bits. 

3.5. Image Analysis and Normalization 

The two image files generated by the scanner are analyzed using software 
tools (Array Suite) developed by Chen et al. (17) for the ScanAlytics IPLab 
image-processing package. These software tools can be used with any image 
file format to extract raw target intensity information as well as to compute 
background-corrected intensities and expression ratios, confidence intervals 
(CI), and to allow for data integration of all clone information. As each probe 
is roboticly printed to a predefined position, the scanned images are overlaid 
with a grid that divides the images into segments, each containing a target spot. 
All clone information, including gene name, clone identification number, chro- 
mosome and radiation hybrid-mapped location, and source microplate posi- 
tion, is attached to each segment by this process. Each of the images is assigned 
a pseudo-color (e.g., Cy5 = red and Cy3 = green). The probe spot is identified 
within each segment, and the target fluorescent intensity is calculated for each 
color by averaging the intensities of every pixel inside the detected spot region. 
The local background intensity around each spot in each color is also measured 
within each segment. For every spot in each color channel, the final target 
intensity values are derived by subtracting the local background intensity from 
the average fluorescent intensity. 

Next, a normalization constant is determined to compensate for differential 
efficiencies of labeling and detection of Cy3 and Cy5. The process involves 
calculating the average intensity, in both color channels, for a set of internal 
controls consisting of 88 housekeeping genes. These genes are preselected and 
have been verified on numerous hybridizations as being stable for most experi- 
ments (red:green ratio = 1.0). The normalization constant is then derived and 
used to calculate a calibrated red:green ratio for each cDNA spot within the 
image. In addition the ratio variance of the 88 control genes is used to calculate 
99% CIs in which the ratios are statistically no different from 1. The output of 
the analysis is in the form of a pseudo-colored image of the entire array. Indi- 
vidual spots can be highlighted using the mouse cursor, and information 
including gene name, clone identity, intensity values, intensity ratios, normal- 
ization constant, and user-defined CIs can be obtained. A spreadsheet of 
expression ratio data for each spot is generated. For more information about 
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this process and to download free software and tools, see our website (http:// 
www.nhgri.nih.gov/DIR/LCG/15K/HTML/). 

3.5.1. Sensitivity and Specificity 

It is estimated that that the sensitivity of this method allows the detection of 
mRNA species comprising 1:10,000 of the mass of poly (A)+. Comparisons 
among the microarray experiments with Northern hybridizations have con- 
firmed this technique to be reliable (11,13,14,18). Our experience to date has 
indicated the high consistency of microarray data for determining ratio 
changes; however, there is some variation in the exact value of the ratios 
obtained by these two methods. In some instances, the ratio obtained by 
microarray analysis underestimates that obtained by Northern analysis. Pos- 
sible causes for this underestimation include reaching a probe intensity satura- 
tion limit at the highest intensities under our current detection system. 
Additionally, the largest ratio changes frequently have one of the measure- 
ments near the lower limit of detection, and at these levels the effects of back- 
ground and nonspecific binding are more apparent, causing variance at the 
higher ratio measurements. Other causes of discrepancy may be owing to non- 
linear binding characteristics of target to probe. Currently, we can detect up to 
300-fold ratio changes with accuracy. 

3.6. Data Mining and Statistical Analysis 

All data from each experiment can be downloaded into a relational database 
such as FileMaker Pro (Claris) and further parsed for comparing data across 
experiments as well as for extracting data from individual array hybridizations. 
It is obvious that large-scale, high-throughput experimental methods require 
information processing coupled to a variety of analysis tools. Software tools 
such as ArrayDB (19) can also be used to integrate information from many 
Internet sources, such as NCBI Entrez, UniGene, and KEGG databases, with 
experimental gene expression data. Hierarchical clustering of biologic 
samples and genes (14,20,21) is a commonly applied mathematical strategy 
to organize gene expression data. Algorithms such as multidimensional scal- 
ing are proving to be an informative way to visualize expression profiles (14). 
More complex data analysis systems (22-25) are currently being devised for 
complex clustering of data; however, a description of this is beyond the scope of 
this chapter. 

4. Notes 

1. There currently exists in the literature a confusing interchangeable nomencla- 
ture system for referring to hybridization partners termed probes and targets. 
For the purpose of this chapter we refer to the tethered DNA (of known iden- 
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tity) on the microarray slide as the probe, and the fluorescently labeled cDNA 
(synthesized from unknown mRNA messages) as the hybridization targets. 

2. Use extreme care to avoid cross-contamination. Cross-contamination will be evi- 
dent when PCR products are gel electrophoresed and present multiple bands. 
Contaminated clones will require restreaking and sequencing. 

3. It is recommended that a slight excess of PCR reaction mix than what is actually 
required be made. 

4. Take care to remove air bubbles and ensure proper mixing of the reaction mix. 

5. We use the FluoReporter Blue Fluorometric dsDNA kit, Dynex Microfluor plates, 
lambda Hindlll fragments for standards, and a Perkin-Elmer Luminescence Spec- 
trometer LS50B. 

6. Ensure proper mixing of the PCR solution with the precipitation mix. Failure to 
do so will decrease the concentration of DNA yield. 

7. Use rubber pads between the stacked plates to prevent cracking and breakage. 

8. Heat and cool the plates slowly to prevent condensation on the sealer and upper 
rim of the well. 

9. It is important to wear powder-free gloves at all times and avoid contact with 
detergents or other compounds that may cause background fluorescence. 

10. It is important to remove all traces of cleaning solution. Failure to do so will 
hinder poly-L-lysine coating the reaction and will adversely affect microarray 
results (low-intensity spots, high background). 

1 1 . Aged slides will be very hydrophobic (water drops leave no trail when they move 
across the surface). 

12. A new slide should be marked for use as a template to line up the coverslip when 
putting together the microarray experiment, because the printed spots will not be 
visible after the slide-blocking procedure. 

13. The reaction solution must be prepared in completely dry containers. All glass- 
ware, stir bars, and graduated cylinders should be dedicated to slide blocking and 
should not be cleaned with detergents, which can adversely affect this reaction. 

14. A number of groups have found that rapid or slow hydration of the DNA on the 
slide after printing followed by a quick-drying step improves DNA distribution 
or signal strength. This has not been observed for materials prepared by our pro- 
cedure, so it is routinely omitted. 

15. When water is added, the anhydride will begin to rapidly decompose, so add the 
mix to the slides very quickly. It is helpful to dispense the sodium borate buffer 
from a prealiquoted 50-mL conical tube. 

16. Cover the dish with aluminum foil to reduce evaporation and simultaneously boil 
ddH 2 in a microwave to replenish evaporative loss. 

17. High-quality RNA is crucial to the success of a microarray experiment. It is also 
possible to use 2-4 jxg of poly(A)-purified mRNA in the target synthesis reac- 
tion. Smaller quantities of RNA may be used in conjunction with RNA amplifi- 
cation techniques, which are currently under development. 

18. Cell lines should be harvested under consistent conditions and lysed rapidly. It is 
recommended that you sonicate the very viscous lysate with several 5-s bursts to 
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disrupt the genomic DNA before applying to the RNeasy column. We use the 
microprobe (conical titanium probe 1.8-mm-diameter tip) at a setting of 5, dissi- 
pated power approx 5-10 W. When extracting RNA from tissue add the frozen 
sample directly to the TRIzol without thawing with immediate homogenization. 

19. Factor in an approx 10% loss of RNA from each TRIzol purification round. 

20. Overdrying may make resuspension of RNA difficult and may adversely affect results. 

21. Do not concentrate to dryness, because the sample may be lost or difficult to 
recover. Proper volume is when the filter is partially dry on visual inspection. 

22. The flowthrough may be saved at this step for high-performance liquid 
chromotography recovery of unincorporated fluorophores. 

23. Appropriate competitor DNA should be used for microarrays of clones from other 
organisms, such as mouse. 

24. For the best results, apply pooled targets to the center of the coverslip, and then, 
using the template slide as a guide (see Subheading 3.1.7.), place the inverted 
microarray slide from above. 

25 . Use paper towels and vacuum suction to completely dry the outer surface of the chamber. 

26. Take care that the coverslip does not scratch the microarray surface. 
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Wilms Tumor Gene WT1 as a 

Tumor Marker for Leukemic Blast Cells 

and Its Role in Leukemogenesis 

Haruo Sugiyama 



1. Introduction 

Patients with acute leukemia have a total of approx 10 12 leukemic cells at 
the time of diagnosis, and still have as many as 10 10 leukemic cells in complete 
remission. The most important problem in the treatment of leukemia patients is 
the uncertainty of whether leukemic cells have been totally eradicated when 
complete remission has been achieved. Through accurate assessment of a small 
number of leukemic cells (minimal residual disease [MRD]) that still remained 
in complete remission (1), individual patients will be able to be treated with 
different protocols based on the extent of the MRD, resulting in improvement 
of cure rates. 

In this chapter, I focus on the clinical usefulness of the WT1 assay 
(quantitation of expression levels of Wilms tumor gene WT1) not only for the 
detection of MRD of leukemia but also for the diagnosis of hematopoietic 
malignancies. Also, I discuss an oncogenic function of the WT1 gene in leuke- 
mogenesis and tumorigeneis rather than a tumor suppressor gene function. 

1 . 1. Wilms Tumor Gene WT1 

The WT1 gene is a candidate gene for Wilms tumor, a childhood renal tumor 
that is thought to arise as a result of inactivation of both alleles of the WT1 gene 
located at chromosome 1 lpl3 (2-4). The WT1 gene has been considered to be 
a tumor suppressor gene on the basis of the following data (5-9): intragenic 
deletions or mutations in Wilms tumor, germline mutations in patients with 
leukemia predisposition syndromes, and WT1 -mediated growth suppression 
of Wilms tumor cells expressing a WT1 splicing variant. The WT1 gene 
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encodes a zinc-finger transcription factor that represses transcription of growth 
factor [platelet-derived growth factor-A chain [10], colony-stimulating factor- 1 
[11], and insulin-like growth f actor- 2 [12]) and growth factor receptor [IGF-IR 
[13] and epidermal growth factor receptor [14]) genes, and the other genes 
(RARa [15], c-myb [16], c-myc [17], and bcl-2 [17]). 

Tumor suppressor genes such as Rb and p53 are expressed ubiquitously. On 
the other hand, expression of the WT1 gene is restricted to a limited set of 
tissues, including gonads, uterus, kidney, and mesothelial structures, but it is 
highest in the developing kidney, reflecting the significant role of WT1 in 
renal development (18-20). WT1 knockout mice were shown to have defects 
in the urogenital system and to die at embryonic d 3.5, probably owing to heart 
failure (21). 

1.2. WT1 Gene Expression in Leukemias 

Miwa et al. (22) examined the expression of the WT1 gene in leukemias 
using Northern blot analysis. The WT1 gene expression was detected in 15 of 
22 acute myelogenous leukemias (AMLs), in 7 of 16 acute lymphoid leuke- 
mias (ALLs), and in 8 of 10 chronic myelogeneous leukemias (CMLs) in bias- 
tic crisis. Miyagi et al. (23) also detected the WT1 transcript in 4 of 10 AMLs, 
in 1 of 9 ALLs, and in 1 of 6 CMLs in accelerated-phase or blastic crisis. These 
two reports have shown that the WT1 gene is expressed in some cases of 
myeloid or lymphoid leukemias. 

Inoue et al. (24) provided a new development for the significance of the 
WT1 gene expression in leukemias by the quantitation of the expression levels 
of the WT1 gene using quantitative reverse transcriptase polymerase chain 
reaction (RT-PCR). Forty-five patients with AML, 22 with ALL, 6 with acute 
mixed lineage leukemia (AMLL), and 23 with CML (8 chronic phase, 5 accel- 
erated phase, and 10 blast crisis) were quantitated for the expression levels of 
the WT1 gene using quantitative RT-PCR. In all the leukemia samples exam- 
ined, significant levels of WT1 gene expression were found, and the levels 
were approx 1000 and 100,000 times higher than those in normal bone marrow 
or in normal peripheral blood, respectively. In CML, the levels increased as the 
disease progressed. A clear correlation between the WT1 expression levels 
(<0.6 vs a0.6) and the prognosis of acute leukemia was observed (WT1 
expression level in K562 cells was defined as 1.0). Patients with levels of <0.6 
had significantly higher rates of complete remission, and disease-free and over- 
all survivals than those with levels of >0.6. All seven patients with levels of 
WT1 gene expression of >1.0 did not achieve complete remission. Bergmann 
et al. (25) also reported the correlation between the WT1 expression levels and 
the prognosis. Brieger et al. (26) detected WT1 transcript in 41 of 52 (79%) 
AML patients, while most of the 14 patients studied in complete remission lost 
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their WT1 expression. In three of the four patients in complete remission, the 
reappearance of WT1 expression preceded their relapse. Menssen et al. (27) 
also found WT1 gene expression in 53 of 57 (93%) AML patients, 12 of 14 
(86%) pre-pre-B ALL patients, 33 of 41 (80%) cALL patients, and 23 of 31 
(74%) T-ALL patients. They confirmed the WT1 gene expression in leukemic 
blast cells by an immunofluorescence assay using WTl-specific antibodies (28). 
Patmasiriwat et al. (29) quantitated WT1 expression levels in 62 AML samples 
and found that 82% strongly expressed WT1. Im et al. (30) studied WT1 ex- 
pression in children with acute leukemia by means of RT- PCR (30). WT1 was 
detectable in all 3 AML and 7 of 10 ALL patients, but not in 2 ALL patients in 
remission. The expression levels were higher for AML than for ALL. These 
reports demonstrated that the WT1 gene expression is a novel tumor marker for 
leukemic blast cells in both children and adults and a new prognostic factor for 
acute leukemia. 

1.3. Detection of MRD of Leukemia by Quantitation of Expression 
Levels of WT1 Gene 

The average levels of the WT1 expression in leukemic cells were approx 3 
logs higher than those in normal bone marrow cells and more than 5 logs higher 
than those in peripheral blood cells (24). This striking difference in WT1 
expression levels between leukemic and normal cells made it possible to detect 
MRD of leukemia by the quantitation of the expression levels of the WT1 gene 
(WT1 assay). To determine the sensitivity of the WT1 assay, RNA from the 
leukemic cells (WT1 expression level = 0.58) of acute promyelocytic leukemia 
(APL) with the PML/RARa fused gene was serially diluted with RNA from 
normal bone marrow or peripheral blood cells, and then WT1 and PML/RARa 
mRNAs were quantitated by RT-PCR with the respective primers (24). The 
WT1 mRNA was quantitated in parallel with the PML/RARa mRNA along 
with dilutions. This meant that the amount of the WT1 mRNA directly reflected 
that of APL blast cells, confirming that WT1 mRNA is a tumor marker for 
APL blast cells. The detection limit of leukemic cells by RT-PCR with the 
PML/RARa primer was 10~ 4 for both bone marrow and peripheral blood 
samples, whereas that by RT-PCR with the WT1 primer was 10~ 3 to 10" 4 for 
bone marrow samples and 10" 5 for peripheral blood samples. Therefore, the 
detection sensitivity of APL blast cells was superior in te RT-PCR method 
with the WT1 primer to the RT-PCR method with the PML/RARa primer. 
Tamaki et al. (31) found that WT1 expression levels increased at relapse and 
that the levels at relapse were significantly higher than those at diagnosis 
(mean: 0.73 ± 0.12 vs 0.38 ± 0.04; p <0.01). In nine AML patients from whom 
paired samples were obtained at both diagnosis and relapse, the average WT1 
expression level at relapse (1.05) was 4.5 times higher than that assayed at 
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diagnosis (0.23) (maximal change: 27.7-fold increase from 0.013 to 0.360; 
minimal change: 1.9-fold increase from 0.44 to 0.85). Accordingly, these 
results should mean an increase in detection sensitivity of MRD by the WT1 
assay as relapse nears. 

A clean correlation existed between the MRD detected in the paired bone 
marrow and peripheral blood samples for various types of leukemia (AML, 
ALL, and CML), with MRD in peripheral blood samples being approx one- 
tenth of that in bone marrow samples (30). Since background levels of WT1 
expression in peripheral blood is less than one hundredth of those in bone mar- 
row, peripheral blood samples should be, in practice, superior to bone marrow 
samples for the detection of MRD (32). 

1.4. Long-Term Follow-Up of MRD of Leukemia by WT1 Assay 

Thirty-one patients (27 AML, 2 ALL, and 2 AMLL) treated with conven- 
tional chemotherapy (CHT) and 23 patients (13 AML, 5 ALL, and 5 CML) 
treated with allogeneic bone marrow transplantation (BMT) were monitored 
for WT1 expression levels in bone marrow and peripheral blood using RT-PCR 
over a long-term period (mean: 29 mo for CHT and 24 mo for BMT) (32). 
Nineteen patients (16 CHT and 3 BMT) who achieved complete remission 
eventually relapsed. In 10 of these patients, WT1 expression that had returned 
to normal bone marrow background levels (<10~ 3 ) at complete remission either 
gradually or rapidly increased again to abnormal levels 1-18 mo (mean 7 mo) 
before their clinical relapse. In nine patients, WT1 expression never returned 
to normal bone marrow background levels even during complete remission, 
and their subsequent relapse was accompanied by a rapid increase in WT1 
expression to levels higher than 10" 2 . On the other hand, the remaining 35 
patients (15 CHT and 20 BMT) maintained their complete remission. In 29 
(11 CHT and 18 BMT) of these, WT1 expression either gradually or rapidly 
decreased to normal bone marrow background levels, whereas in the other 
6 patients (4 CHT and 2 BMT), low levels of WT1 mRNA (lO^-lO" 2 ) still 
remained detectable, but no clinical signs of relapse were evident. These results 
showed that clinical relapse is impending when there is a rapid or gradual 
increase in WT1 expression levels to or over 10" 2 after an initial return to nor- 
mal bone marrow background levels in complete remission, or when there is 
retention of the WT1 expression at levels near or over 10~ 2 in the bone marrow 
without a return to normal bone marrow background levels even during com- 
plete remission. The absolute levels of WT1 that predict with certainty that a 
patient will relapse are 10" 2 levels in bone marrow and 10" 3 levels in peripheral 
blood. Patients with these signs should be immediately and appropriately 
treated before clinical relapse becomes apparent. Bergmann et al. (33) also 
found that patients achieving complete remission after chemotherapy usually 
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lose detectable signals of WT1, and in relapse of the disease, recurrence of 
WT1 mRNA can be determined in almost all patients with initially detectable 
WT1 mRNA. Detectable levels of WT1 during follow-up in AML patients have 
been shown to be useful as a marker for MRD or even to predict relapse of 
AML (33). 

In a patient with AML who recieved allogeneic BMT, WT1 expression lev- 
els gradually increased to 5.9 x 10" 3 in bone marrow (normal range: <1.0 x 10" 3 ) 
and 2.4 x 10~ 3 in peripheral blood (normal range: <1.0 x 10~ 5 ) on d 367 post- 
BMT (34). However, bone marrow aspiration showed no evidence of relapse 
(100% donor type chromosomes). Since the increase in WT1 expression levels 
over 10" 2 in bone marrow or 10" 3 in peripheral blood predicts that clinical 
relapse is impending, we diagnosed this patient as having molecular relapse on 
d 367 and performed donor leukocyte transfusion (DLT). Leukemic blast cells 
increased and reached a miximum (50%) 29 d after DLT, but thereafter rapidly 
decreased and became undetetable 39 d after DLT and complete remission was 
achieved. The patient showed no evidence of graft-vs-host disease or other 
complications. Note that the patient did not manifest marrow aplasia, which is 
a common complication of DLT. The WT1 expression levels rapidly decreased 
from 29 d post-DLT and returned to normal range 60 d post-DLT. The patient 
was in complete remission with a normal range of WT1 expression levels for 
more than 21 mo after DLT. This case clearly demonstrated that early applica- 
tion of DLT at molecular relapse is essential for the improvement of the effi- 
cacy of DLT for relapsed AML after BMT, confirming the availability of the 
WT1 assay for the monitoring of MRD of leukemia. 

Taken together, the WT1 assay has made it possible to rapidly assess the 
effectiveness of treatment, to evaluate the degree of eradication of leukemic 
cells, and to diagnose molecular relapse in individual leukemia patients. Thus, 
treatment for leukemia patients can be individualized by the monitoring of 
MRD by the WT1 assay, resulting in the improvement of cure rates. 

1.5. Continuous Assessment of Disease Progression of 
Myelodysplastic Syndromes by WT1 Assay 

The WT1 expression levels were examined for 57 patients with myelo- 
dysplastic syndromes (MDS) (refractory anemia, 35; refractory anemia with 
excess of blasts [RAEB] 14; RAEB in transformation [RAEB-t]), 6; and MDS 
with fibrosis, 2) and 12 patients with AML evolved from MDS (35). These 
levels significantly increased in proportion to the disease progression of MDS 
from refractory anemia to overt AML via RAEB and RAEB-t in both bone 
marrow and peripheral blood, demonstrating that the WT1 expression levels 
directly reflect the disease progression of MDS. WT1 expression levels in 
peripheral blood, but not in bone marrow, significantly correlated with the evo- 



228 Sugiyama 

lution of RAEB or RAEB-t to overt AML within 6 mo. An increase in WT1 
expression levels to 10" 2 in peripheral blood means that disease progression to 
overt AML is impending within 6 mo. Thus, the WT1 expression levels in 
peripheral blood are superior to those in bone marrow for early prediction of 
the evolution to AML by the means of the WT1 assay. Furthermore, WT1 
expression in peripheral blood of overt AML patients was significantly 
decreased by effective chemotherapy or allogeneic stem cell transplantation 
and became undetectable in long-term survivors. Interestingly, the WT1 
expression levels in bone marrow did not correlate with the percentages of 
morphologically leukemic blast cells in bone marrow in RAEB or RAEB-t 
patients, suggesting that the WT1 expression levels reflect the amount of not 
only morphologically leukemic blast cells but also of abnormal, transformed 
cells that are undetectable morphologically as blast cells. These results showed 
that WT1 expression levels are a tumor marker for both morphologically leu- 
kemic blast cells and abnormal cells that are undetectable morphologically as 
blast cells in MDS and thus reflect the disease progression of MDS. Monitor- 
ing of WT1 expression levels has made continuous assessment of the disease 
progression of MDS possible, as well as the prediction of the evolution of 
RAEB or RAEB-t to overt AML within 6 mo. The WT1 assay is also useful for 
diagnosis of MRD of MDS with high sensitivity, thus making it possible to 
evaluate the efficacy of treatment for MDS. 

1.6. Differential Diagnosis Between Reactive and Leukemic 
Leukocytosis by WT1 Assay 

Juvenile chronic myeloid leukemia (JCML) and infantile monosomy 7 syn- 
drome (IMo7), which belong to childhood MDS, have common clinical fea- 
tures such as a male predominance, prominent hepatosplenomegaly, the 
presence of immature precursors in peripheral blood, an excessive prolifera- 
tion of myeloid progenitor cells, and poor prognosis. The etiology and classifi- 
cation of both diseases, however, have been the subject of controversy. Two 
JCML and two IMo7 patients with characteristic clinical features were exam- 
ined on the WT1 expression levels in bone marrow and peripheral blood by the 
WT1 assay (36). The WT1 expression levels (2.4-7.2 x 10~ 2 ) in bone marrow 
of these four patients were significantly elevated in comparison with the levels 
(<10~ 3 ) in normal bone marrow and equivalent to those in bone marrow of the 
patients with AML, ALL, or CML at blastic crisis. In two patients who were 
successfully treated with allogeneic peripheral blood stem cell transplantation, 
the WT1 expression returned to normal background levels in bone marrow and 
to undetectable levels in peripheral blood. Abnormally increased WT1 expres- 
sion levels, which were equivalent to those in acute leukemias, in both JCML 
and IMo7 strongly indicated that both the diseases are defined as an etiologi- 
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cally similar entity and result from leukemic transformation of hematopoietic 
progenitor cells. The results that the WT1 expression levels in both JCML and 
IMo7 were approx 10 times higher than those in CML at chronic phase are 
compatible with clinical findings that the clinical course of JCML is much 
more aggressive than that of CML at chronic phase. The WT1 assay may 
become a clinical test indispensable for the discrimination between JCML and 
CML, and between myeloproliferative disorders and reactive leukocytosis in 
childhood such as congenital viral infection and persistent Epstein-Barr virus 
infection, both of which present a picture quite similar to JCML, because 
WT1 expression levels significantly increase in leukemic growth, but not in 
reactive states. 

Acute eosinophilic leukemia (AEoL) is a rare form of AML that presents 
with a substantially increased series of left-shifted but maturing eosinophilic 
precursors and an increased number of blasts in bone marrow. By contrast, the 
idiopathic hypereosinophilic syndrome consists of a heterogeneous group of 
nonmalignant myeloproliferative disorders of unknown origin that is charac- 
terized by persistent overproduction of mature and sometimes immature eosi- 
nophilic cells, leukocytosis, and eosinophilic organ infiltrations. Reactive 
eosinophilia usually can be discriminated from AEoL. However, the distinc- 
tion between AEoL and hyperoscinophilic syndrome is known to be difficult, 
because clinical and hematological features do not necessarily differ between 
the two diseases. Menssen et al. (37) analyzed WT1 expression levels in 
patients with AEoL, hyperoscinophilic syndrome, or reactive eosinophilia by 
means of RT-PCR. They found that the WT1 expression was restricted to AEoL 
patients and that isolated central nervous system-related leukemia could be 
diagnosed by detecting WT1 mRNA transcript in the cerebrospinal fluid in an 
AEoL patient. Thus, the WT1 assay is a powerful complementary diagnostic 
tool to distinguish AEoL from hyperoscinophilic syndrome. 

1.7. WT1 Expression in Various Types of Solid Tumors 

WT1 gene expression was examined in 34 solid tumor cell lines and four 
freshly isolated lung cancers and detected in 3 of the 4 gastric cancer cell lines, 
all of the 5 colon cancer cell lines, 12 of the 15 lung cancer cell lines, 2 of the 
4 breast cancer cell lines, 1 germ tumor cell line, 2 ovarian cancer cell lines, 
1 uterine cancer cell line, 1 thyroid cancer cell line, and 1 hepatocellular carci- 
noma cell line (38). Therefore, of the 34 solid tumor cell lines examined, 
28 (82%) expressed WT1 . Furthermore, WT1 expression was examined in fresh 
lung cancer tissues (38). Tissue masses resected from lung cancer patients were 
separated into two parts: normal-appearing tissues and cancer cell-rich tissues. 
WT1 expression levels in three paired normal-appearing and cancer cell-rich 
tissues obtained from three lung cancer patients were <10~ 5 , and 3.9 x 10~ 3 , 
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4.1 x 10" 4 , and 3.6 x 10" 2 , and 1.4 x 10" 4 , and 1.2 x 10" 3 , respectively. The 
WT1 expression level of cancer cell-rich tissues from another lung cancer 
patient was 1.4 x 10" 3 . These results demonstrated that WT1 expression is sig- 
nificantly higher in cancer cell-rich tissues than in normal-appearing tissues, 
suggesting abnormal expression of the WT1 gene not only in the cultured can- 
cer cell lines but also in fresh lung cancer cells. 

1.8. WT1 Gene Exerts an Oncogenic Function in Leukemogenesis 
and Tumorigenesis 

The WT1 gene originally was defined as a tumor suppressor gene. However, 
Inoue et al. (24,39) have recently proposed that the WT1 gene has basically two 
functional aspects — that of a tumor suppressor gene and that of an oncogene — 
but that in leukemias and various types of solid tumors mentioned earlier, it 
performs an oncogenic rather than a tumor suppressor gene function on the 
basis of the following data: high levels of expression of wild-type WT1 in 
leukemic blast cells and various types of solid tumor cells (38); a clear inverse 
correlation between WT1 expression levels and the prognosis of leukemia (24); 
increased WT1 expression at relapse (31); growth inhibition not only of leuke- 
mic cells (40) but also of various types of solid tumor cells (38) by treatment 
with WT1 antisense oligomers; and blocking of differentiation but induction 
of proliferation in response to granulocyte colony-stimulating factor in both 
32D cl3 myeloid progenitor cells (41) and normal myeloid progenitor cells 
(42), both of which constitutively express WT1 as a result of transfection with 
the WT1 gene. Furthermore, molecular analysis of dimethylbenz anthracene 
(DMBA)-induced rat leukemia by Osaka et al. (43) has supported our hypoth- 
esis. WT1 expression was detected in 15 (71%) of 21 DMBA-induced erythro- 
blastic leukemias, and cells with high expression levels of WT1 tended to 
develop into leukemia. Differences in the interactions of the WT1 protein with 
other regulatory proteins might determine whether the WT1 gene acts as a tumor 
suppressor gene or performs an oncogenic function, because the WT1 protein does 
interact with regulatory proteins such as P53 (44), par-4 (45), and Ciao 1 (46). 

Inoue et al. (24) examined whether the WT1 gene overexpressing in leukemias 
has mutations or deletions. Samples from 12 acute leukemia patients were sub- 
jected to PCR single-strand conformation polymorphism (SSCP) analysis. How- 
ever, no point mutations were found (24). Algar et al. (47) also found no 
tumorigeneic point mutations or small deletions or insertions in the WT1 gene when 
they examined 15 AMLand33 ALL patients. Concerning WT1 mutations in CML, 
Carapeti et al. (48) examined 39 patients with CML blast crisis, and they con- 
cluded that dominant-negative mutations of the zinc-finger region of the WT1 gene 
are uncommon in CML blast crisis. On the other hand, King-Underwood et al. (49) 
found mutations in the WT1 gene in 4 of 36 acute leukemias by SSCP analysis. The 
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mutations comprised small insertions or a nonsense mutation. Furthermore, they 
extended their study and found that WT1 mutations occur in 14% of AML and 
20% of biphenotypic leukemias, but are rare in ALL (50). In AML, the presence of 
a WT1 mutation is associated with failure to achieve complete remission and a 
lower survival rate. Miyagawa et al. (51) also found WT1 mutations in 6 of 46 
(13%) AMLs, but they were rare in ALL. Concerning the biologic significance of 
WT1 gene mutations in leukemias, note that the majority of leukemias expressing 
high levels of WT1 have no mutations in the WT1 gene, indicating that wild-type 
WT1 gene expression plays an important role in leukemogenesis. 

1.9. WT1 Protein is a Tumor-Specific Antigen Capable of Eliciting 
Cytotoxic T-Lymphocyte Responses 

The WT1 gene is expressed at high levels not only in leukemias but also in 
various types of solid tumors and exerts an oncogenic function in these malig- 
nancies. To determine whether the WT1 protein can serve as a target antigen 
for tumor-specific immunity, 9-mer WT1 peptides, which contain major histo- 
compatibility complex (MHC) class I binding motifs and have a comparatively 
higher binding affinity for MHC class I molecules, were tested for the induc- 
tion of cytotoxic T-lymphocytes (CTLs) against these WT1 peptides. Immuni- 
zation in vivo of C57BL/6 mice (MHC class I: H-2D b ) with WT1 peptide 
Dbl26 (RMFPNAPYL) elicited CTLs against the WT1 peptide (52). The CTLs 
specifically lysed not only Dbl26-pulsed target cells but also WTl-expressing 
murine leukemic cells in an MHC class I (H-2D b )-restricted fashion. The mice 
immunized with this WT1 peptide completely rejected the challenges by WTl- 
expressing leukemic cells and survived for a long time with no signs of organ 
damage by autoimmunity mediated by the CTLs. Also, in vitro stimulation of 
human peripheral blood mononuclear cells with the WT1 peptide Dbl26 elicited 
CTLs against the WT1 peptide (53). The CTLs specifically killed WTl-express- 
ing human leukemic cells as well as WT1 peptide-pulsed target cells in an 
human leukocyte antigen class I-restricted manner. Therefore, the WT1 pro- 
tein was identified as a novel tumor antigen of leukemia and various types of 
solid tumors. Immunotherapy targeting the WT1 protein should find clinical 
application not only for leukemias but also for solid tumors. 

2. Materials 

2. 1. Sample Preparation 

1 . Phosphate-buffered saline (PBS): Dissolve 0.2 g of KC1, 0.2 g of KH 2 P0 4 , and 8 g 
of NaCl in 800 mL water. Adjust the pH to 7.2, and make up to 1 L with water. 

2. Ficol-Paque (Pharmacia, Uppsala, Sweden). 

3. Solution D: 4 mol/L of guanidin thiocyanate, 25 mmol/L of sodium citrate, pH 7.0, 
0.5% sarcosyl, 0.1 mol/L of 2-mercaptoethanol. 
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2.2. Reverse Transcriptase Polymerase Chain Reaction 

1. Diethylpyrocarbonate (DEPC)-treated water. 

2. RT buffer: 50 mM Tris-HCl, pH 8.3, 70 mM KC1, 3 mM MgCl 2 , 10 mM 
dithiothreitol. 

3. Moloney murine leukemia virus (MMLV) RT (Gibco-BRL, Gaithersburg, MD). 

4. Deoxy nucleotide triphosphates. 

5. Oligo dT primers. 

6. RNase inhibitor (Boehringer Mannheim). 

7. Agarose. 

8. Ethidium bromide (10 mg/mL). 

9. Polaroid 664 film. 

3. Methods 

3. 1. Sample Preparation 

1 . Mix heparinized bone marrow aspirates or peripheral blood cells with isovolumes 
of PBS and centrifuge on Ficol-Paque. 

2. Gather mononuclear cells from the mononuclear cell layer and wash twice with 
PBS to remove platelets. 

3. Dissolve cells (1 x 10 6 to 1 x 10 7 ) in 0.5 mL of solution D and store at -80°C until use. 

3.2. Reverse-Transcriptase Polymerase Chain Reaction 

RT-PCR was performed as described previously (35). 

1 . Isolate total RNA with the acid-guanidine-phenol-chloroform method, dissolve in 
DEPC-treated water, and quantitate spectrometrically with absorbance at 260 nm. 

2. Heat 2 \ig of total RNA in 12.5 \iL of DEPC-treated water at 65 °C for 5 min. 

3. Mix with 17.5 uL of RT buffer containing 600 U of MMLV RT, 500 \iM of each 
deoxynucleotide triphosphate, 750 ng of oligo dT primers, and 40 U of RNase 
inhibitor. 

4. Incubate the reaction mixture at 37°C for 90 min, heat at 100°C for 5 min, and 
then store at -20°C until use. 

5. Perform PCR on a DNA thermal cycler under the following optimized condi- 
tions: denaturation at 94°C for 1 min, primer annealing at 64°C for 1 min, and 
then chain elongation at 72°C for 1.5 min. 

6. Separate the PCR products on 1.3% agarose gels containing 0.05 u,g/mL of 
ethidium bromide, and photograph with Polaroid 665 film. 

7. Develop the negative film at 25°C for 5 min, and measure the band density (den- 
sitometric units) with a densitometer. 

Optimal conditions for PCR to quantitate WT1 expression levels were 
determined as follows. PCR was performed for various cycles using WT1 prim- 
ers (sense primer for exon 7: 5'-GGCATCTGAGACCAGTGAGAA-3'; 
antisense primer for exon 10, 5'-GAGAGTCAGACTTGAAAGCAGT-3') with 
serial dilutions of the cDNA prepared from total RNA of K562 human leuke- 
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Detection of Aberrant Methylation of the p15 INK4B 
Gene Promoter 

Toshiki Uchida 

1. Introduction 

The 5' promoter regions of some genes contain CpG-rich areas, known as 
CpG islands. Methylation of the cytosines in these CpG dinucleotides by DNA 
methyltransferase generating 5-methylcytosine has important regulatory effects 
on gene expression (1). Almost all gene-associated CpG islands are protected 
from methylation on autosomal chromosomes (2). by contrast, DNA methyla- 
tion of CpG islands normally occurs in selected imprinted genes (3) and genes 
on the inactive X-chromosome of females (4), and may play an important role 
during normal embryonic development. 

Since the functional significance of promoter hypermethylation would be 
the same as point mutation or allelic loss, it is suggested that DNA methylation 
also plays an important role in carcinogenesis (5). We have demonstrated 
pl5 INK4B gene inactivation by promoter hypermethylation in myelodysplastic 
syndromes (MDSs), in which no genetic alterations of the pi 5 INK4B gene have 
been detected (6). Recent studies have also shown that aberrant DNA methyla- 
tion occurs frequently in several tumor suppressor genes and may be an impor- 
tant event during multistep carcinogenesis (7). To clarify the roles of tumor 
suppressor genes in carcinogenesis, it is necessary to analyze the methylation sta- 
tus of the promoter region in addition to performing genetic analyses, i.e., 
searching for deletions and point mutations. 

Various methods to detect DNA methylation have been developed. These 
can be divided into two groups: those using methylation-sensitive restriction 
endo nucleases, and those using bisulfite modification of cytosine. The former 
is based on the principle that methylation-sensitive restriction endonucleases 
cannot cut methylated DNA. Southern blotting (8) and methylation-based poly- 
merase chain reaction (PCR) assays (9) are included in this group. The latter is 
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based on the principle that unmethylated cytosines are modified by bisulfite 
and changed to uracil, whereas methylated cytosines escape from bisulfite 
modification and remain as cytosine (10). Although direct sequence analysis 
of modified DNA can detect DNA methylation, new, simple, and highly sensi- 
tive methods using this modification have been developed recently; such as 
methylation-specific PCR (11) and methylation-sensitive single nucleotide 
primer extension (12). 

This chapter discusses methylation analyses of the pl5 INK4B gene using 
Southern blotting and methylation-specific PCR. 

2. Materials 

2. 1. Southern Blotting 

1 . Five micrograms of DNA to be analyzed. 

2. Bovine serum albumin (BSA) (1 mg/mL). Store at -20°C. 

3. Sterile distilled water. 

4. Restriction endonuclease: methylation-insensitive restriction endonucleases, 
Hindlll, methylation-sensitive restriction endonucleases, and Eco52I (or the 
isoschizomerisagl). Store at -20°C. 

5. 10X Stock of the appropriate restriction enzyme buffer. Store at -20°C. 

6. TE buffer: 10 mM Tris-HCl, pH 7.4, 0. 1 mMEDTA, pH 8.0. Store at room temperature. 

7. Vacuum centrifuge. 

8. Reagents for gel electrophoresis: molecular biology grade agarose, gel-loading 
solution, ethidium bromide, DNA size markers, Tris-acetate (TAE). 

9. Heating plate or microwave oven. 

10. Suitable gel apparatus and power pack. 

1 1 . Ultraviolet (UV) light transilluminator. 

12. Nylon membrane (Hybond N+; Amersham). 

13. Nylon mesh sheet. 

14. Whatmann 3MM paper. 

15. Paper towel. 

16. 20X Saline sodium citrate (SSC): 3 M NaCl, 0.3 M Na 3 citrate. Store at room 
temperature. 

17. Hybridization buffer (Rapid-hyb buffer; Amersham). Store at room temperature. 

18. 10% Sodium dodecyl sulfate (SDS): Store at room temperature. 

19. Salmon sperm DNA (10 mg/mL). Store at -20°C. 

20. Labeled probe for the pl5 INK4B gene (Fig. 1). Store at -20°C. 

21. Hybridization oven and tubes. 

22. Suitable autoradiographic film. 

2.2. Methylation-Specific PCR 

1 . One microgram of DNA to be analyzed. 

2. Sterile distilled water. 
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Fig. 1. Schematic representation of the pl5 INK4B gene. Exons are depicted as boxes in which noncoding regions are shaded gray. 
The CpG islands extend from the 5' flanking region of exon 1 through the entire region of exon 1, i.e., the region around the 
transcriptional start site. The bold line in exon 1 indicates the region used as the probe for Southern blotting. The restriction sites 
for Hindlll and methylation-sensitive Eco52\, and the predicted sizes of restriction fragments are also shown. The arrows show 
the sites of sense and antisense primers used in methylation-specific PCR. 
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3. NaOH pellets. 

4. 10 mM Hydroquinone. 

5. 3 M Sodium bisulfite. 

6. 5MNH 4 OAc. 

7. Ethanol (70 and 100%). 

8. TE buffer. 

9. pH Meter and pH indicator paper. 

10. Desalting column (Wizard DNA purification resin; Promega, Madison, WI). 

1 1 . Vacuum centrifuge. 

12. 10X PCR buffer: 65 mM MgCl 2 , 100 mM Tris-HCl, pH 9.0, 500 mM KC1, 1% 
Triton X-100, 2 mg/mL of BSA. Store at -20°C. 

13. Deoxynucleotide triphosphates (dNTPs): each at 2.5 mM. Store at -20°C. 

14. PCR primers specific for methylated (M), unmethylated (U), and wild-type (W) 
DNAs (10 umol/L) (Figs. 1 and 2). Store at -20°C. 

15. Dimethylsulfoxide (DMSO). Store at room temperature. 

16. Taq polymerase (5 U/uE). Store at -20°C. 

17. Thermal cycler. 

18. Reagents for gel electrophoresis: agarose or acrylamide, gel-loading solution, 
ethidium bromide, DNA size markers, TAE. 

19. Heating plate or microwave oven. 

20. Suitable gel apparatus and power pack. 

21. UV light transilluminator. 

3. Methods 

3. 1. Southern Blotting (see Note 1) 

3.1.1. Restriction Endonuclease Digestion of Sample DNA 

1. After deciding on the final volume, prepare 5 u,g of sample DNA, 1/10 vol of 
reaction buffer (see Note 2), and 1/10 vol of BSA, then mix into sterile Eppendorf 
tubes. 

2. Add sterile distilled water to the final volume. 

3. Add 2 u,L of Hindlll (10 U/uE) to the reaction mixture, and incubate at 37 C C 
overnight. 

4. Confirm sufficient digestion of sample DNA by gel electrophoresis, and add 2 u,L 
of£co52I(5U/uE). 

5. After incubation at 37°C for 12 h, again add 2 u,L of £co52I to reaction mixture 
and incubate at 37°C for a further 12 h (see Note 3). 

6. Resuspend the digested DNA in 16 uE of TE after ethanol precipitation. 

3. 1.2. Agarose Gel Electrophoresis 

1 . Melt the mixture of powdered agarose and TAE on a hot plate or in a microwave, 
and make a 0.7% agarose gel in the gel apparatus. 
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Fig. 2. Primer design for methylation-specific PCR. Genome sequences of the pl5 ,NK4B gene are shown with those of wild-type, 
methylated-specific, and unmethylated-specific primers. Bisulfite changes unmethylated cytosines to uracil, whereas methylated 
cytosines escape from bisulfite modification. Since the primers are designed to discriminate between methylated and unmethylated 
alleles, some CpG dinucleotides (underlined) must be contained near the 3' end of the primer sequences. Also, the primer sequences must 
contain frequent cytosines to distinguish unmodified from modified DNA. Sequence changes caused by bisulfite modification are shown 
in bold. Wild-type primer set, methylated- specific primer set, and unmethylated-specfic primer set produced 137-, 147-, and 154-bp 
products by methylation-specific PCR, respectively. 
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2. Place the gel into the running apparatus and fill with IX TAE to just cover the 
wells. 

3. Mix the digested DNA with 4 uL of 5X loading solution and load into the wells 
of the gel. Size marker should be loaded in one of the lanes. 

4. Add ethidium bromide to TAE in the running apparatus and run the gel for an 
appropriate time. After electrophoresis, confirm the digested DNA products on a 
UV transilluminator. 

3.1.3. Blotting and Hybridization 

1 . Shake the gel gently in alkaline solution (0.5 M NaOH, 1 .5 M NaCl) for 30 min at 
room temperature. 

2. Neutralize the gel with 1 M Tris-HCl, pH 7.4, and 1.5M NaCl for 30 min at room 
temperature and rinse with ddH 2 0. 

3. Cut the nylon membrane to fit the size of the gel and float it in transfer buffer 
(10X SSC) to wet completely. 

4. Transfer the denatured DNA from the gel to the membrane by capillary action. 

5. Expose the side of the membrane carrying the DNA to a source of UV irradiation 
to fix the DNA to the membrane. 

6. Rinse the blotted nylon membrane and nylon mesh sheet in ddH 2 0, place them 
into a hybridization tube, and gently add 10 mL of hybridization buffer (see Note 4). 
The mesh sheet should be placed on the inside of the membrane. Prehybridize the 
membrane by incubating at 65°C for 15 min in a hybridization oven. 

7. Remove the prehybridization buffer from the hybridization tube and add the 32 P- 
labeled probe (see Note 5) and 100 jxL of salmon sperm DNA (see Note 6) dena- 
tured by boiling for 5-10 min to the buffer. 

8. Mix gently and return to the hybridization tube. Incubate with rotation at 65°C 
for 2 h. 

9. After removing the mesh sheet, place the membrane in 500 mL of 2X SSC and 
0.1% SDS, and wash twice with gentle shaking at room temperature for 5 min 
each time to wash off unbound probe. 

10. Wash the membrane twice in 500 mL of preheated 0.5X SSC and 0.1% SDS at 
65 °C for 5 min each time. 

1 1 . Wash the membrane in 500 mL of preheated 0.1X SSC and 0.1% SDS at 65°C. Occa- 
sionally monitor the radioisotope count and stop the wash at an appropriate time. 

12. Remove the membrane from the wash solution and wrap it with polyethylene 
film (see Note 7). 

13. Expose the membrane to X-ray film at -70°C (see Note 8). 

3.1.4. Evaluation 

The Hindlll and Eco52l double-digested DNA fragments give bands of 2.8, 
2.2, and 0.5 kb with the pi 5 INK4B probe (Fig. 1). Evaluate the methylation status 
of the pl5 INK4B gene according to the band pattern as shown in Fig. 3. 
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Fig. 3. Southern blotting of the pi 5 INK4B gene. Lanes A-E are a schematic represen- 
tation of typical examples. Lane A, control unmethylated DNA digested with Hindlll 
alone; lane B, control unmethylated DNA digested with both Hindlll and Eco52l; 
lane C, completely methylated sample digested with ffindlll and Eco52l; lane D, 
unmethylated sample digested with Hindlll and Eco52l; lane E, partially methylated 
sample or contamination of methylated sample into unmethylated sample digested 
with Hindlll and Eco521. There was also the possibility of incomplete digestion of 
unmethylated samples. Lanes 1-5 are the results from patients with MDS. DNAs in 
lanes 1 and 2 were almost completely digested by Eco521, implying the unmethylated 
status of the pi 5 INK4B gene. By contrast, DNAs in lanes 3 and 5 were slightly digested 
by Eco52l, indicating densely methylated status. The weak band at 2.8 kb in lane 4 
indicates slightly methylated status or contamination of methylated DNA into 
unmethylated DNA. 



3.2. Methylation-Specific PCR (see Note 9) 

3.2. 1. DNA Modification (see Note 10, Fig. 4) 

1. Denature 1 ngof DNA in a volume of 50 jiLby adding 3.5 jiL of freshly prepared 
3 M NaOH (final concentration of 0.2 M) followed by incubating for 10 min at 
37°C {see Note 11). 

2. Add 30 [ih of 10 mM hydroquinone and 520 jxL of 3 M sodium bisulfite, pH 5.0 
(pH adjustment with 10 M NaOH), both freshly prepared, to the denatured DNA. 

3. Incubate this mixture under mineral oil at 50°C for 16-24 h. 

4. Purify the modified DNA using a desalting column and elute into 50 \iL of TE 
{see Note 12). 

5. Add 5.5 u,L of freshly prepared 3 M NaOH (final concentration of 0.3 M) to the 
modified DNA and incubate for 5 min at room temperature. 

6. Neutralize this solution by adding 10 \iL of 5 M NH 4 OAc, and resuspend the 
DNA in 20 \iL of TE after ethanol precipitation. 
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Fig. 4. Conversion from cytosine to uracil by bisulfite. Chemical modification 
progresses through three steps: sulfonation, hydrolytic deamination, and alkaline 
desulfonation. This conversion is highly single-strand specific. 



3.2.2. PCR Amplification 



l. 



2. 
3. 
4. 
5. 



6. 



Prepare three primer sets (M, U, W), PCR buffers, dNTPs, and DMSO, and make 

the following master mixes: 2 ixL of 10X PCR buffer, 2 ^L of 2.5 mM dNTP mix 

(see Note 13), 0.8 ixL of PCR primer set (M, U, or W), 1 uTofDMSO, 10.2 ^L of 

ddH 2 for a subtotal of 16jxL. 

Aliquot 16 u,L of each master mix (M, U, or W) into corresponding PCR tubes. 

Centrifuge these PCR tubes after adding mineral oil. 

Add 2 u,L of modified DNA into the mixture under the mineral oil in each tube. 

After denaturation at 95°C for 5 min, pipet 2 u,L of Tag polymerase (diluted to 

0.5 U/mL with ddH 2 0) directly into the mixture under mineral oil (see Notes 14 

and 15). 

Perform 35 cycles of PCR under the following conditions: denaturation at 95°C 

for 45 s, annealing at 60°C for 45 s, extension at 72°C for 60 s. 



3.2.3. Gel Electrophoresis 

1 . Run 5 jxL of PCR product with an appropriate amount of loading dye on a 2% 
agarose or 10% poly aery lamide gel. Use DNA markers to determine the size of 
the PCR products. 

2. After electrophoresis, stain the gel with ethidium bromide for 20-30 min. The 
products can be viewed on a UV transilluminator. 

3.2.4. Evaluation 

Evaluate the methylation status of the pl5 INK4B gene according to the band 
pattern as shown in Fig. 5 (see Note 16). 

4. Notes 

1. Refer to the comprehensive review of Southern blotting in ref. 3. 

2. Methylation analysis using Southern blotting requires methylation-sensitive 
restriction endonuclease and methylation-insensitive restriction endonuclease. 
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Fig. 5. Methylation-specific PCR of the pl5 INK4B gene. (A-F) Schematic represen- 
tation of typical examples. (A) Unmethylated sample; (B) completely methylated 
sample; (C and D) partially methylated sample or contamination of unmethylated DNA 
in methylated DNA, (E) incomplete chemical modification (see Note 16); (F) failure 
of chemical modification. (G) Examples of methylation-specific PCR analysis for 
patients with MDS and cell lines. DNA from patients 2 and 5 were not amplified with 
methylated-specific (M) primer, indicating unmethylated status of the pl5 INK4B gene. 
By contrast, PCR products amplified with M primer were visible in patients 1, 3, and 4, 
indicating that the pi 5 INK4B gene was methylated to various degrees. In the analysis of 
clinical samples, the U products were usually visible because contamination by the 
normal component was inevitable. Methylation-specific PCR showed partially methy- 
lated, unmethylated, and methylated status of the pl5 INK4B gene in Raji, HL60 and 
ML1 cell lines, respectively. Results of PCR amplification with wild-type primers are 
not shown. M, Product amplified with methylated-specific primer; U, Product ampli- 
fied with unmethylated-specific primer; W, Product amplified with wild-type specific 
primer; SM, DNA size marker (0X174//aeIII). 



Usually, each enzyme has an optimal reaction buffer. We performed all reactions 
in a buffer specific for Eco52l in this study because Hindlll has sufficient activ- 
ity in this buffer. 
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3. To avoid partial digestion, we usually add an excess of methylation-sensitive 
restriction endonuclease to the sample DNA twice. 

4. There are several commercially available hybridization buffers. We usually use 
Rapid-hyb buffer because it requires only 2 h for hybridization. 

5. The probe should be designed to exclude exon 2 of the pl5 INK4B gene because it 
has 93% similarity with exon 2 of the pl6 INK4A gene. We used a cDNA probe 
produced by RT-PCR using the following primers. 

a. Sense primer: TCCCAGAAGCAATCCAGGCG. 

b. Antisense primer: GCCTCCCGAAACGGTTGACT. 

6. To block nonspecific attachment of the probe to the surface of the membrane, we 
usually add denatured salmon sperm DNA to the labeled probe. 

7. Wrapped membranes are stable for at least 3 mo when stored at room tempera- 
ture. If the membrane is allowed to dry out, it will be extremely difficult to remove 
the probe for further washing or reprobing. 

8. Instead of X-ray film, Phosphor imaging plates (Imaging plate B AS III, Fuji) can 
be used. These require a shorter exposure than the X-ray film and enable exami- 
nation with a laser image analyzer (Fujix BAS2000; Fuji). 

9. During methylation-specific PCR analysis, we always use aerosol-resistant pipet 
tips to avoid contamination. 

10. Commercial DNA modification kits (CpGenome™ DNA Modification Kit, 
Oncor) are available. 

1 1 . For samples with nanogram quantities of human DNA, add 1 u,L of salmon sperm 
DNA as a carrier. 

12. For cleaning up DNA after chemical modification, Glass Milk™ (BIO 101) may 
also be used instead of a desalting column. 

13. If PCR amplification with the U primer set is insufficient, double the amount of 
dNTP mix (from 2 to 4 ixL). 

14. Sequences closely related to each primer introduce the possibility of mispriming. 
To avoid this and other PCR-related artifacts, "hot-start" PCR is recommended 
in methylation-specific PCR. 

15. Alternatives to hot-start PCR are also available: 

a. Use of AmpliTaq Gold™ (Perkin-Elmer). This enzyme becomes active only 
after heating at 94 to 95°C for 9-12 min. 

b. Physical separation of Taq polymerase and PCR mixture with wax beads. Taq 
polymerase combines with the PCR mixture only after the wax melts. 

c. Use of an anti-Tag antibody. After antibody denaturation during the 95°C 
incubation, Taq polymerase becomes active. 

16. Amplification of the sample DNA with the W primer set is an indication of 
incomplete chemical modification. However, this will not affect the validity of 
the assay because unmodified DNA is not recognized by primers specific for 
methylated and unmethylated DNA. 
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Clonality Studies in Cancer Based 

on X Chromosome Inactivation Phenomenon 

John T. Phelan II and Josef T. Prchal 

1. Introduction 

The understanding that human neoplasms are clonal cell proliferations ulti- 
mately derived from a single transformed somatic cell represents a major 
advance in cancer biology. A cell population is designated as clonal if it can be 
demonstrated to have arisen from a single parent or progenitor cell. The 
clonality of select human neoplastic cell populations can be determined in sev- 
eral ways. One way is by detection of stable, unique somatic chromosome 
abnormalities (Philadelphia chromosome; 8, 21 translocation); somatic 
gene mutations (H-ras); or immunoglobulin heavy/light chain rearrangements. 
The drawbacks of these are that they either are rare, are fortuitous, or require 
labor-intensive techniques. Another way to assess clonality in human cell popu- 
lations is to exploit the unique position of the X chromosome in human female 
development. 

1. 1. X-Chromosome Inactivation Phenomena 

The chromosomes in eukaryotic organisms are derived from two parental 
organisms, male and female or paternal and maternal. One half of the chromo- 
somes are maternally derived, the other half are paternally derived. All of the 
chromosomes are transcriptionally active except one of the two X chromo- 
somes of cells found in mature females. Early in development, one of the two 
X chromosomes (most but not all of its genes) in the cells constituting a human 
female embryo becomes transcriptionally inactivated (1-3) . This appears to be 
a random process in that some of the cells of the early human female embryo 
express only paternal X chromosome genes whereas other cells from the same 
embryo express only maternal X chromosome genes. This phenomenon of X 
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chromosome maternal/paternal molecular mosaicism persists throughout 
the life of the human female and represents a gene dosage compensation 
mechanism whereby comparable X chromosome gene expression in males 
and females is ensured. 

One protein whose gene is X chromosome linked is glucose-6-phos- 
phate dehydrogenase (G6PD). G6PD is a rate-controlling enzyme for the 
hexose monophosphate shunt, which produces NADPH and pentose sug- 
ars. Deficiency of G6PD is the most common and most polymorphic red 
cell enzymopathy in the world known so far. The typical clinical mani- 
festation of the common deficient variants is an acute, short-lasting 
nonspherocytic hemolysis in affected males and in affected heterozygous 
females. The study of the biology of G6PD mosaicism in females by 
Beutler et al. (3) in the late 1950s to early 1960s inspired some of the 
initial research on tumor clonality. They demonstrated biphenotypic 
erythrocytes in females known to be heterozygous for G6PD deficiency 
(3). Erythrocyte mosaicism was first demonstrated by showing that eryth- 
rocytes from heterozygous females exhibited a glutathione consumption 
curve identical to that of a 50:50 mixture of cells from an affected and 
unaffected male, respectively. In later work, erythrocytes from two adult 
females heterozygous for sickle cell trait and G6PD deficiency, separated 
based on oxidant-induced generation of sickle cells, were either G6PD 
deficient or had normal G6PD activity (4). Davidson et al. (5) further 
showed that skin cells obtained from G6PD heterozygous females, when 
cultured and later subjected to single-cell platings, produced clonal popu- 
lations with either normal or absent G6PD activity. These results, in 
addition to Lyon's (7) animal experiments and Ohno and Hauschka's (2) 
observations, provided some early experimental confirmation of the Lyon 
hypothesis of X chromosome inactivation. 

Not all G6PD mutations produce a hemolytic phenotype. Some exhibit 
differences in qualitative electrophoretic mobility relative to the wild- 
type molecule (designated "B" by convention). For example, G6PD A is a 
mutation characterized by rapid mobility on electrophoresis relative to 
G6PD B (6). G6PD A hemizygosity is associated with almost normal in 
vitro enzyme activity and no hemolytic phenotype. By contrast, while the 
G6PD A-isoenzyme has the same rapid mobility on electrophoresis as 
G6PD A, it has reduced red cell enzymatic activity as a result of intrinsic 
protein instability. This instability results in shortened red cell survival 
time (hemolysis) on oxidant exposure of the older erythrocytes that have 
very low G6PD activity since erythrocytes do not possess protein synthe- 
sis machinery. 
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1.2. Review of Methods Used to Study X-Chromosome Inactivation 

1.2.1. Protein-Based Methods 

In 1965, Linder and Gartler (7) exploited the electrophoretic mobility dif- 
ferences of these three isoenzymes. They studied leimyomas obtained from 
females who were known G6PD A/B heterozygotes undergoing hysterecto- 
mies for multiple uterine leimyomas. Electrophoresis was performed on crude 
extracts of individual leimyomas. Individual leimyomas were either exclusively 
A or exclusively B. Electrophoresis was also performed on the surrounding 
uninvolved myometria; both A and B bands were observed. Finally, Beutler et al. 
(8) subjected cell extracts of antemortem and postmortem neoplastic and 
nonneoplastic tissue obtained from two known G6PD A/B heterozygotes. One 
had chronic lymphocytic leukemia (CLL), and the other had metastatic colon 
cancer. The individual with CLL demonstrated exclusively A clonal lymph 
node tissue; the individual with colon cancer showed some neoplastic tissue 
specimens with exclusively A bands, others with exclusively B bands, and still 
others with both A and B bands. These studies emphasized the potential prob- 
lem of contaminating supporting/stromal tissue cells (monocytes, fibroblasts, 
and so on) when evaluating fresh, unprocessed neoplastic tissue. In addition, 
the finding of both clonal A and B neoplastic tissue in the colon cancer patient 
was suggestive of more than one initial transformed cell. In summary, the first 
studies of tumor cell clonality exploiting the hypothesis of random X chromo- 
some inactivation derived initially from pioneering work by Beutler et al. (8) 
and his studies of G6PD mosaicism. More widespread applicability was 
restricted primarily by the limited ethnic distribution of the of the qualitative 
G6PD mutation in question (women of African descent). 

1.2.2. DNA-RNA-Based Methods 

The next phase in the study of tumor cell clonality harnessed technologic 
advances drawn from the detailed study of DNA and the discovery of bacterial 
enzymes (restriction endonucleases) that cleave DNA at specific (restricted) 
sites determined by DNA nucleotide sequence. The frequency of genomic DNA 
polymorphisms vastly exceeds the frequency of protein polymorphisms. 
Interindividual DNA sequence differences that may be exploited for clonality 
studies may occur between X chromosome-linked genes and also occur in 
exons or introns of the X chromosome-linked genes themselves. By conven- 
tion, these differences in DNA sequence are referred to as polymorphisms 
rather than mutations if they are not associated with a disease state and if they 
are observed in sufficiently high frequencies. A particular gene displays a char- 
acteristic pattern on Southern blot gel electrophoresis when genomic DNA is 
digested with a given restriction endonuclease. If a polymorphism occurs at 
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the restriction site of that enzyme, that pattern will be altered and this particu- 
lar polymorphism would be conveniently detectable by Southern blot; this phe- 
nomenon is referred to as a restriction fragment length polymorphism. Studies 
of the transcriptional activity of genomic DNA also demonstrated that differ- 
ential cytosine residue methylation marks some genes (X and non-X chromo- 
some linked) as transcriptionally inactive (9). Not all cytosine residues in all 
genes are methylated when transcriptionally inactivated. However, cytosine 
residue methylation (typically but not always indicating transcriptional inacti- 
vation) occurs consistently at some sites in some genes. These methylated and 
unmethylated nucleotide sequences can be distinguished by methylation-sen- 
sitive restriction endonucleases. Thus, an ubiquitously expressed X-linked gene 
with a common restriction site polymorphism and differentially methylated 
cytosine residues (reflecting transcriptional activation/inactivation status), 
which constitute a separate, methylation-sensitive restriction endonuclease site, 
could potentially serve as a clonality marker in a very large population of 
females. 

In the mid 1980s, Vogelstein et al. (10) pioneered a novel clonality assay 
based on detection of X-linked gene restriction site polymorphisms and differ- 
ential methylation as a marker for X chromosome transcriptional activation/ 
inactivation. The hypoxanthine phosphoribosyltransferase (HPRT) gene is an 
X chromosome gene encoding an essential enzyme for the purine/pyrimidine 
salvage pathway. The HPRT gene has a readily identifiable BamHl restriction 
site polymorphism for which approximately one-third of females are heterozy- 
gous (11). In addition, the HPRT gene is hypermethylated at cytosine residues 
distant from the BamHl site when transcriptionally active (12). Some of the 
methylation-prone cytosine residues also make up a methylation-sensitive 
restriction endonuclease site. DNA isolated from solid tumors obtained from 
females known to be heterozygous for the HPRT BamHl restriction site poly- 
morphism subjected to BamHl digestion followed by methylation-sensitive 
endonuclease digestion, Southern blotting, and autoradiography shows only 
one of the two polymorphic loci. By contrast, DNA obtained from nontumor 
tissue close to the excised tumors showed an autoradiographic pattern consis- 
tent with hypermethylation of both polymorphic loci, indicating that this popu- 
lation of cells is polyclonal (i.e., composed of a mixture of cells using either 
the maternally derived or the paternally derived X chromosome). Other X-linked 
loci with restriction endonuclease site polymorphisms and cytosine residues 
located in methylation-sensitive restriction endonuclease sites whose methyla- 
tion status coincided with transcriptional activation were found (monoamine 
oxidase and phosphoglycerate kinase) (13,14). Another, the human andro- 
gen receptor (HUMARA) locus, was unique in four ways: The restriction site 
polymorphism consisted of a variable number of tandem repeats of a CAG 
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trinucleotide sequence, the restriction site polymorphism was located in the 
coding region (exon 1), the restriction site polymorphism was very closely 
linked to a methylation-sensitive restriction site, and more than 90% of human 
females were potentially heterozygous for the restriction site polymorphism (15). 
Exploiting these properties, Busque et al. (16) confirmed the correlation 
between methylation and transcriptional activation at the HUMARA locus. 

In summary, the development of differential methylation-based clonality 
assays represented a significant technologic step forward. Their development 
expanded the potential number of females available for clonality studies. The 
restriction site polymorphisms discovered to date are not limited to a specific 
demographic grouping, as is the G6PD isoenzyme assay. However, reliance on 
differential DNA methylation as a marker for transcriptional activation has 
some limitations. The functional significance and mechanisms of regulation of 
DNA methylation are poorly understood (17). The relationship of DNA 
methylation to transcriptional activation is far from well understood. Some 
genes have methylated cytosine residues when transcriptionally inactivated 
(16); other genes have methylated cytosine residues when transcriptionally 
active (18). Furthermore, the DNA extracted from tumor cells is somewhat 
hypomethylated relative to nontumor DNA; this may impact interpretation of 
tumor clonality data derived from differential methylation assays (17). Finally, 
the differential methylation clonality assays are only applicable to nucleated 
cells and require large numbers of such cells for sufficient DNA. Nonnucleated 
cells such as erythrocytes and platelets are not suitable for differential methy- 
lation clonality assays. Reliance on differential DNA methylation as a marker 
for transcriptional activation may not represent an optimal method for study- 
ing clonality. As X chromosome-based clonality assays have evolved, the fol- 
lowing has become clear. First, the assay must be applicable to large numbers 
of females. Second, the assay must be based on a biologically sound method of 
discriminating between the transcriptionally active and inactive X chromo- 
some. Third, the X chromosome gene transcription product must be ubiqui- 
tously expressed and not tumor or tissue specific. Finally, it would be desirable 
for the assay to be applicable to nucleated and nonnucleated cells. 

Recent sequencing of a number of X chromosome-linked genes has resulted 
in the discovery of polymorphisms in the coding regions of a number of ubiq- 
uitously expressed housekeeping genes. In three of these X chromosome-linked 
gene exonic polymorphic sequences, the polymorphism is conservative (i.e., the 
nucleotide substitutions in the polymorphic codon codes for the same amino 
acid as the wild-type sequence). These exonic X chromosome polymorphisms are 
present in the G6PD, palmitoylated erythrocyte membrane antigen (p55), and 
the iduronate-2-sulfatase (IDS) genes (19-21). These polymorphisms do not 
appear to affect mRNA stability, posttranscriptional processing, or translation. 
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Expression-based clonality assays have been developed that can detect and 
quantitate the expression of coding region polymorphisms in both nucleated 
and nonnucleated cells and use this as a marker for clonality. 

The first clonality assay based on the discrimination of the active X chromo- 
some by its transcript was developed independently by two groups. Their work 
was based on observations by Vulliamy et al. (22), who found that some indi- 
viduals possessed a C-to-T transposition at nucleotide (nt) 1311 (exon 11) of 
the G6PD gene. Beutler et al. (19,23) demonstrated that this transposition ac- 
tually represented a very common polymorphism. One of these groups (24) 
utilized this polymorphism (22) in a study of a woman with X-linked chronic 
granulomatous disease. Family studies revealed that the propositus was het- 
erozygous for the C131 IT G6PD polymorphism; her mother was homozygous 
for the C allele and her father was hemizygous for the T allele. These investi- 
gators extracted total RNA from the propositus's granulocytes and polymerase 
chain reaction (PCR) amplified the resulting cDNA with primers complemen- 
tary to the region flanking G6PD nt 1 3 1 1 . The products were then separated on 
a denaturing polyacrylamide gel, dot-blotted, and probed with radiolabeled 
allele-specific oligomers (25). The oligomers were allele specific in that they 
were 19-20-mers complementary to the nucleotide sequences flanking the 
C 131 IT site, differing only at the site complementary to nt 1311. A single 
mismatched base pair between such duplexes results in significant duplex 
instability; only perfect complementarity between the probe and its binding 
partner results in a high degree of target molecule/oligomer hybridization sta- 
bility. The granulocytes of the propositus were found to express only the pater- 
nal X chromosome, demonstrating a spontaneous chronic granulomatous 
disease mutation in the patient's paternal X chromosome. 

Prchal et al. (28) , working simultaneously to exploit the G6PD C 1 3 1 1 T poly- 
morphism for a transcription-based clonality assay, built on the foundation and 
the work of Barany (26) and Landegren et al. (27), who developed a method of 
detecting nucleotide differences using thermostable DNA ligase. DNA ligase 
is a nuclear enzyme that ligates juxtaposed oligonucleotides complementary to 
a denatured DNA target strand. The DNA ligase-based assays can distinguish 
single nucleotide substitutions in otherwise identical DNA target sequences 
with high fidelity. These thermostable ligase properties were utilized for a 
clonality assay that detects the G6PD C1311T polymorphism by a ligase 
detection reaction (LDR) assay. Since this particular polymorphism is not rec- 
ognizable by any known restriction enzymes, LDR detects both alleles at this 
locus (26). In this procedure, a thermostable DNA ligase covalently binds two 
adjacent DNA oligonucleotides provided they are perfectly complementary to 
the target DNA region of interest. Thus, allele-specific oligonucleotides (of 
different size) can be constructed to detect the presence of either, or both, allelic 
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transcripts. Experimental conditions were developed that allow detection of 
both alleles in the same tube using either PCR-amplified genomic DNA or 
cDNA as templates. In addition, since the ligase utilized was also thermostable, 
the reaction could be subjected to multiple thermal cycles to linearly amplify 
product. 

This particular quantitative transcription technique was used for the study of 
clonality in a female with long-standing polycythemia vera who was heterozy- 
gous for the G6PD C1311T exonic polymorphism (28). Using 5-10 cc of 
peripheral blood, RNA was extracted from separated reticulocytes, granulo- 
cytes, platelets, and mononuclear cells. Total RNA from each separated cell 
population was reverse transcribed to cDNA and amplified using G6PD 
C13 1 IT flanking region- specific primers. These reverse transcriptase (RT)-PCR 
products were then utilized in an LDR assay (26) using variant oligomers with 
3' termini specific for either the C or T allele at the G6PD nt 1311 polymor- 
phism. Although heterozygous at the G6PD C 131 IT polymorphism, this 
individual's reticulocytes, platelets, and granulocytes displayed only one band 
on autoradiography. This suggested to the investigators that these cells all 
derived from a single stem cell (i.e., were clonal). The mononuclear cells 
(mostly T-lymphocytes) exhibited two bands on autoradiography, suggesting 
cells derived from more than one stem cell (i.e., were polyclonal), as were the 
cells from her nonhematopoietic tissues (oral mucosal epithelial cells, urinary 
epithelial cells, and hair follicle cells). In normal females heterozygous for the 
G6PD CI 31 IT polymorphism, all peripheral blood cells, as well as the cells 
from nonhematopoietic tissues, were found to be polyclonal (29). These two 
original studies demonstrated that a common, single nucleotide polymorphism 
in the coding region of an X-linked housekeeping gene could be exploited in a 
clonality assay based on differentiation of the active X chromosome by its 
transcript. 

The differentiation of the active from the inactive X chromosome by their 
transcripts was also exploited for the studies of normal hematopoiesis. In these 
studies using RT-PCR/LDR (28,30), the conditions for RT-PCR/LDR were 
developed that allowed quantitation of the X chromosome allelic transcript 
ratio. This methodology was shown to be reproducible with <5% interassay 
variability, sensitive for analysis of as few as 100 cells, and permitting studies 
of rare populations of cells isolated by fluorescence activated cell sorting 
(FACS) sorting. Among normal G6PD C1311T heterozygous females, the 
relative autoradiographic intensities of the two bands, in the single individual, 
was noted to vary from one tissue to the other, while this ratio was constant in 
all hematopoietic cells (platelets; reticulocytes; granulocytes; monocytes; B-, T-, 
and NK-lymphocytes). By contrast, the X chromosome allelic transcript ratio 
of hematopoietic cells varies from one individual to another individual (29). 
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This interindividual variation in X chromosome allelic transcript ratio was sub- 
jected to computer analyses and, assuming that no preferential selection 
occurred (31,32), suggested that eight progenitor cells for all of the blood cells 
were present in the embryo at the time of X chromosome inactivation (30). Thus, 
"skewing" of the X chromosome allelic transcript ratio is a normal phenomenon. 
Longitudinal evaluation by this method of peripheral blood cells from these same 
normal G6PD C131T heterozygous females over time showed that this pattern 
of individual variation remained constant in all lineages for a period of 3 yr of 
observation (30). This observation provided no support for "clonal succession 
theory of hematopoiesis," although it could not formally exclude it. 

The clonality assay based on a transcriptional polymorphism of the X chro- 
mosome using the G6PD C131 IT polymorphism is limited by its applicability 
to less than one-fourth of females (30,33). A similar RT-PCR/LDR assay was 
developed to detect expression from a common single-nucleotide exonic poly- 
morphism found on the X-linked gene p55 (T358G) (34). About 60% of females 
are heterozygous for either the G6PD or p55 exonic polymorphisms (33). Of note, 
while the G6PD and p55 genes are adjacent to each other on the X chromosome 
(<100 kb), frequent crossovers between these loci were encountered, suggesting an 
ancient origin of these polymorphisms in evolution (33). 

A third exonic conservative polymorphism of the single-nucleotide X chro- 
mosome gene has been reported in the IDS gene (C146T) (21). El-Kassar et al. 
(35) have utilized the IDS exonic polymorphism for clonality study of non- 
nucleated platelets in essential thrombocythemia and found discrepancies 
between the clonality results from the methylation-based HUMARA assay (75) 
and the transcription-based IDS assay when granulocytes from these subjects 
were used for analysis. This work suggested the superiority of the transcrip- 
tion-based clonality assays. When large numbers of normal females were 
genotyped for polymorphisms in the X-linked G6PD p55 and IDS genes, 
60-70% of Caucasian and African American females were heterozygous for at 
least one of these three polymorphisms (33,36). Unfortunately, while the IDS 
polymorphism was most informative in Caucasian and African American 
females, it was not informative among Asian females (36). A fourth X chromo- 
some-linked gene exonic polymorphism exists at the HUMARA locus and has 
been used for a transcription-based clonality assay (16). We had difficulty stan- 
dardizing this assay, perhaps because of different efficacy of PCR when 
HUMARA cDNA templates of different lengths, owing to a variable number 
of tandem CAG trinucleotide repeats, are used. This suggests that large num- 
bers of women are potentially informative for expression-based clonality stud- 
ies utilizing one or more of these genes. 

These assays have several potential advantages over the G6PD isoenzyme 
detection or differential DNA methylation assays. They are not limited by racial 
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specificity and are applicable to nucleated and nonnucleated cells. In addition, 
they can be quantitative and only a small amount of tissue is needed for analy- 
sis. In the presence of appropriate controls, these assays can also quantify the 
relative percentages of clonal and nonclonal cells in a particular tissue sample. 

The RT-PCR/LDR assay is already providing insight and improving our 
understanding of a number of clinical syndromes and diseases. To date, these 
have been almost exclusively hematologic/immunologic diseases primarily 
because of the ease of accessibility of the affected tissue (blood and marrow) 
and the availability of established methods to separate nearly pure populations 
of affected cells uncontaminated by stromal/supportive cells. These have 
included studies of myeloproliferative disorders (MPD) (35,37,38), juvenile 
chronic myelogenous leukemia (39), X-linked hyper IgM syndrome (40), and 
common variable immunodeficiency (41). 

These assays still entail potential exposure to radioactivity and are some- 
what labor-intensive. More rapid, less hazardous assays have been developed 
that are broadly based on principles similar to those of the RT-PCR/LDR 
assays. Allele-specific PCR (ASPCR) refers to a PCR-based technique that 
can accurately identify single-nucleotide base differences between two other- 
wise identical genomic DNA or cDNA strands (33,36). The technique requires 
two PCR rounds. The first round utilizes primers specific for sequences flank- 
ing the polymorphic nucleotide of interest and generates a high concentration 
of "template" products containing the polymorphic nucleotide of interest. In 
the second PCR round, an aliquot of first-round products is added to two PCR 
reaction tubes each containing buffer, nucleotides, MgCl 2 , and a common 3' 
primer. The 5' primer in each second-round reaction tube is allele specific; its 
3' terminus is designed to be complementary to the polymorphic nucleotide or 
the wild-type allele. The second PCR round is very brief, usually only four to 
six cycles. If there is a lack of complementarity between the polymorphic locus 
on the template strand and the 3'-terminal nucleotide of the second-round 5' 
primer, Tag polymerase-mediated amplification cannot proceed efficiently, and 
a sufficient amount of visible product of agarose gel does not accumulate. Thus, 
only the template-round products are visible on agarose gel electrophoresis. 

A modification of these assays was introduced by El-Kassar et al. (35) and 
Harrison et al. (42) whereby they utilized a PCR mismatch system instead of 
ASPCR. In their respective techniques, the target molecule (DNA or cDNA) is 
subjected to a single round of PCR using primers that hybridize to sequences 
flanking the X-linked exonic polymorphic site in question. The primers do not 
hybridize to the polymorphic site itself, as in ASPCR. One of the primers con- 
tains a nucleotide mismatch two or four nucleotides upstream from the primer 
3' terminus (four or five nucleotides from the polymorphic site on the target 
molecule). PCR products generated under such conditions will substitute a new, 
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complementary nucleotide at the site of primer/target molecule mismatch. 
In the presence of one polymorphism (but not the other), this reconsti- 
tutes a cryptic restriction endonuclease site. When a target DNA or cDNA 
molecule containing the other polymorphism is amplified under these con- 
ditions, no such cryptic restriction site is generated. The PCR reaction 
products are then subjected to restriction endonuclease digestion and gel 
electrophoresis; the relative expression of each allele in the cell popula- 
tion under study can then be determined by the band pattern generated. 
Since the primers do not hybridize directly to the polymorphic site in 
question, equal amplification of both polymorphisms is ensured. In addi- 
tion, many rounds of PCR are eliminated. Both Harrison et al. (42) and 
El-Kassar et al. (35) also demonstrated a high degree of correlation 
between the DNA-based differential methylation HUMARA assay and 
their primer mismatch RT-PCR assays (utilizing the aforementioned 
G6PD, p55, and IDS exonic polymorphisms) in their studies of clonality 
in essential thrombocythemia. 

1.3. Interpreting Data from DNA-RNA-Based Clonality Methods 

X chromosome inactivation occurs early in development and has been 
hypothesized to be a gene dosage equalizing mechanism in the XX 
eukaryotic female (43). X inactivation appears to be regulated by an X 
inactivation-specific transcript (Xist), an RNA transcript originating from 
the X inactivating center (Xic) of the X chromosome (44). Deletion of 
Xist or the Xic abolishes random X inactivation (43). By mechanisms yet 
to be elucidated, the Xist transcript induces apparently random transcrip- 
tional inactivation in one of the two X chromosomes at a specific devel- 
opmental stage in the female embryo. In addition, studies in murine 
embryos show that X inactivation is tissue specific; different embryonic 
tissues sequentially undergo X inactivation (45). The number of adult tis- 
sue progenitor cells present at the time of X inactivation in a particular 
embryonic tissue would thus be expected to influence the relative propor- 
tion of mature cells ultimately expressing either the maternally derived or 
paternally derived X chromosome. For example, if only two progenitor 
cells are present in the embryo at the time of tissue-specific X inactiva- 
tion, it is highly likely that those two progenitor will express only the 
paternal or only the paternal X chromosome. If all the organism's blood 
cells derive from these two progenitors, then that organism would appear 
to have clonal hematopoiesis on X chromosome-based clonality analysis. 
However, if 8, 16, or 32 progenitors are present at the time of random X 
chromosome inactivation, it is highly likely that close to one half of the 
progenitor cells will express only the maternal and the other half only the 
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paternal X chromosome, and the tissue would appear to be nonclonal on X 
chromosome-based clonality analysis. 

The tissue specificity of embryonic X chromosome inactivation and the 
possibility of X chromosome allelic skewing resulting from a relatively 
small number of adult tissue progenitor cells present at the time of X inac- 
tivation dictates that X chromosome-based clonality data may exhibit sig- 
nificant interindividual variation. Such data should therefore be interpreted 
with caution and in the presence of appropriate tissue-specific positive con- 
trols. Clonality studies performed on peripheral blood cells from normal 
women show that approx 20-35% exhibit allelic skewing (46-48). Skew- 
ing of the X chromosome allelic usage ratio in peripheral blood cells 
becomes more pronounced as individuals age (47); whether this is owing to 
exhaustion of the hematopoietic stem cell pool or a progressive effect of 
cell selection owing to expression of X chromosome alleles that are detri- 
mental to proliferation/survival ("pseudoclonality") (31,32) has not yet 
been established. It is also possible that this phenomenon may reflect the 
methylation differences of DNA among the cells rather than true clonal 
selection; since it has been observed only when methylation-based clonality 
assay was used and not in X-chromosome inactivation-based transcription 
clonality assay. 

1.4. Conclusions 

Overall, advances made in the understanding of the regulation of gene tran- 
scription and the biology of the X chromosome have contributed substantially 
to the development of widely applicable X chromosome-based clonality assays. 
Those assays, which rely on detection of exonic polymorphisms, require very 
pure study cell populations. Contaminating lymphocytes, fibroblasts, and 
monocytes may inadvertently contribute nonclonal RNA, and substantially 
alter results in small tissue specimens, thereby possibly limiting their applica- 
bility to solid tumors. Even in very uniform cell populations, the possibility of 
differential DNA methylation (as seen in malignant tissue [1 7] when methylation- 
based clonality assays are used), potential interindividual variability in the 
number of progenitor cells present at the time of X chromosome inactivation, 
age-related allelic skewing, and "pseudoclonality" observed in females het- 
erozygous for X-linked inherited diseases (31,32) all necessitate thoughtful 
use of appropriate controls and, possibly, use of more than one clonality assay 
for proper conclusions to be reached. 

There are clearly many clonality assays available to the researcher. Here we 
describe a rapid, reproducible, and nonradioactive clonality assay based on 
detection of exonic polymorphisms of the X chromosome genes p55 and G6PD 
using ASPCR (33). 
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2. Materials 

2.1. Isolation of Blood Cells: Preparation of Granulocyte 
and T-Lymphocyte Fractions from Peripheral Blood 

2.1.1. Separation of Granulocytes and Mononuclear Cells 
by Density Gradient Centrifugation 

1. Density gradient: Histopaque-1077 (Sigma, St. Louis, MO). 

2. Phosphate-buffered saline (PBS) (Sigma). 

2.1.2. Separation of T-Lymphocytes by Rosetting with Sheep Red 
Blood Cells 

1. Neuraminidase-treated sheep red blood cells (RBCs) (TCS Biologicals, UK). 

2. Fetal calf serum (Sigma). 

3. 1% Stock solution of polybrene (Sigma). 

2.2. Preparation of RNA 

1. TRIzol™ reagent (Gibco-BRL, Gaithersburg, MD). 

2. Chloroform. 

3. Isopropanol. 

4. 75% Ethanol in RNase-free water. 

5. RNase-free water: Add 0.01% diethylpyrocarbonate to distilled water in glass 
bottles, allow to stand overnight, and autoclave). 

2.3. First-Strand cDNA Synthesis 

1. Superscript™ II RNase H- Reverse Transcriptase (200 U/mL) (Gibco-BRL). 

2. 5X First-strand buffer: 250 mM Tris-HCl, pH 8.3, 375 ml KC1, 15 mM MgCl 2 , 
supplied with enzyme. 

3. 0.1 M Dithiothreitol (DTT) (supplied with enzyme). 

4. 25 mM dNTPs (25 mM each of dATP, dCTP, dGTP, and dTTP) (Gibco-BRL). 

5. RNasin (40 U/mL) (Promega, Madison, WI). 

6. Random hexamer pd(N) 6 (1 mg/mL) (Pharmacia, Washington, DC). 

7. Single-strand DNA-binding protein (US Biochemical, Cleveland, OH). 

8. RNase-free water. 

2.4. Analysis of Genomic DNA for Genotype Determination 
byASPCR 

2.4.1. Polymerase Chain Reaction 

1 . 10X PCR buffer II (Perkin-Elmer, Foster City, CA). 

2. 25 mM MgCl 2 (supplied with buffer). 

3. 10 mM dNTPs (10 mM each of dATP, dCTP, dGTP, and dTTP). 

4. AmpliTaq™ DNA polymerase (5 U/mL) (Perkin-Elmer). 

5. Single-strand DNA-binding protein (US Biochemical). 

6. Oligonucleotide primers. Refer to ref. 33 for details of sequences. 
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7. Mineral oil (Sigma). 

8. Sterile distilled water. 

9. Perkin-Elmer 9600 thermocycling machine. 

2.4.2. Agarose Gel Electrophoresis 

1 . IX TAE buffer: 50X TAE buffer contains 242 g of Tris base, 57. 1 mL of glacial 
acetic acid, and 100 mL of 0.5 M EDTA, pH 8.0, adjusted to 1 L total volume 
with distilled water. 

2. Ethidium bromide (10 mg/mL stock solution). 

3. DNA-grade agarose. 

4. 10X Gel-loading dye: 0.25% bromophenol blue, 0.25% xylene cyanol, 15% 
Ficoll-400 (Pharmacia). 

5. "KHindlll DNA molecular marker (Gibco-BRL). 

6. Distilled water. 

3. Methods 

3. 1. Isolation of Blood Cells: Preparation of Granulocyte 
and T-Lymphocyte Fractions from Peripheral Blood 

Peripheral blood samples anticoagulated with EDTA can be used for 
genotyping and for determination of clonality in females known to have a clonal 
hematopoietic disorder. The method described here is for the separation of 
granulocytes and T-lymphocytes from 20 mL of peripheral blood. Further sepa- 
ration of the myeliod lineage may be required for some clonality studies. 

3.1.1. Separation of Granulocytes and Mononuclear Cells by Density 
Gradient Centrifugation 

1. Collect 20 mL of peripheral blood into trisodium EDTA tubes. 

2. Gently layer the blood onto 25 mL of Histopaque-1077 in a 50-mL polypropy- 
lene conical tube and centrifuge at 400g (Sorvall RT6000B benchtop centrifuge) 
for 30 min at room temperature. 

3. Transfer the interface (the mononuclear cell layer) to a sterile 50-mL conical 
tube, using a Pasteur pipet, and process as described in Subheading 3.1.2. 

4. Aspirate the layers using a Pasteur pipet and discard to leave the RBC/granulo- 
cyte layer. 

5. Add PBS to the RBC/granulocyte layer to give a total volume of 50 mL and mix 
by gentle inversion. 

6. Centrifuge at 400g at room temperature for 10 min. 

7. Remove the supernatant using a Pasteur pipet and discard. 

8. Repeat steps 5-7. 

9. To lyse the red cells, distribute the packed RBC/granulocyte layer into conical 
tubes containing freshly prepared red cell lysis buffer (approx 1 mL of RBCs/50 mL 
of red cell lysis buffer), and leave at room temperature for 15 min, with occa- 
sional mixing. 
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10. Centrifuge at 400g for 10 min at room temperature and pour off the supernatant. 

1 1 . Pool each granulocyte pellet into two conical tubes. 

12. Fill the tubes to 50 mL with PBS and centrifuge at 400g for 10 min at room 
temperature. Pour off the supernatant. 

13. Repeat step 12. 

14. Pool the pellets into one conical tube and resuspend in PBS to a total vol- 
ume of 10 mL. 

15. Take an aliquot and obtain a cell count using an automated counter. 

3.1.2. Separation of T-Lymphocytes by Rosetting with Sheep RBCs 

This protocol is based on the erythrocyte rosetting method of Kaplan and 
Clark (49). 

1. Dilute the mononuclear cell fraction from step 3 to obtain a concentration of 
2-6 x 10 6 /mL white blood cells. 

2. Add 1-2 vol of neuraminidase-treated sheep RBCs (TCS Biologicals), 0.5-1 vol 
of FCS, and 100-300 ixL of a fresh 1:30 dilution of a 1% stock solution of 
polybrene to the cell suspension. 

3. Centrifuge the suspension at 750 rpm for 5 min at 4°C, and then incubate at 4°C 
for a minimum of 5 h or maximum overnight. 

4. Remove the supernatant from the packed cell pellet (sheep RBCs and rosetted 
T-lymphocytes) and add 1 vol of PBS. 

5. Resuspend the cells by rotating the meniscus through the cell pellet. 

6. Layer the cell suspension onto an equal volume of Histopaque and centrifuge at 
400g for 30 min at room temperature. 

7. Aspirate and discard the upper layer, interface (non-T-cell), and Histopaque layer 
leaving the sheep RBC/T-lymphocyte layer. 

8. Add PBS to 50 mL and centrifuge at 400g for 10 min at room temperature. 

9. Remove the supernatant using a Pasteur pipet and discard. 

10. Repeat steps 8 and 9. 

11. To lyse the sheep RBCs, distribute the cell pellet into conical tubes containing 
freshly prepared red cell lysis buffer (approx 1 mL of cells/50 mL of lysis buffer), 
and incubate at room temperature for 15 min with occasional mixing. 

12. Centrifuge at 400g for 10 min and pour off the supernatant. 

13. Treat the T-cell pellets exactly as the granulocyte pellets from step 11 of Sub- 
heading 3.1.1. 

3.2. Preparation of RNA 

RNA preparation is perfomed using TRIzol reagent according to the 
manufacturer's instructions, with minor modifications. 

1. After counting, pellet the cells by centrifugation. Aspirate off the supernatant. 

2. Add 1 ml of TRIzol reagent per 1 x 10 7 cells in a polypropylene tube. Using a 
syringe and a 25 -gage needle, aspirate the cells and TRIzol repeatedly in order to 
lyse the cells (seven or eight times is usually sufficient). At this point the sample 
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may be transferred to a 1.5-mL microcentrifuge tube if the required volume of 
TRIzol is 1 mL or less. 

3. Incubate the lysed cells in TRIzol for 5 min at room temperature (15-30°C). 

4. Add 0.2 mL of chloroform/mL of TRIzol and shake the tubes in order to mix the 
contents thoroughly. Incubate at room temperature for 2 to 3 min. Centrifuge at 
4000 rpm for 30 min at 4°C. 

5. Aspirate off the upper aqueous phase and transfer to a clean tube. Avoid disturb- 
ing the interface because this may result in contamination of the RNA prepara- 
tion by DNA. 

6. Add isopropanol to the aqueous phase (use 0.5 mL of isopropanol/mL of TRIzol 
used in step 2). Mix and incubate at room temperature for 10 min. Centrifuge at 
4000 rpm for 30 min at 4°C. The precipitated RNA should form a clear pellet at 
the bottom of the tube. 

7. Aspirate off the supernatant and wash with 75% ethanol (use 1 mL of ethanol/1 mL 
of TRIzol used in step 2). Briefly vortex to expose the pellet to ethanol, and 
centrifuge at 4000 rpm for 10 min. 

8. Remove the supernatant and air-dry the RNA pellet for 10 min to allow any 
remaining ethanol to evaporate. Dissolve the pellet in an appropriate volume of 
RNase-free water; incubating the solution in a 55 °C water bath for 10 min will 
facilitate this. 

9. Determine the concentration of RNA in solution using a spectrophotometer at 
A 2 6o- One A 2 6o un it of single- stranded RNA corresponds to a concentration of 
40 mg/mL. Pure RNA preparations should have an A 2 a)Aim ratio of 2.0. RNA 
should be stored at -70°C to prevent degradation. 

3.3. First-Strand cDNA Synthesis 

1. Add 1 mL random hexamers 1 mg/mL of (pd(N) 6 to an RNase-free 500-mL 
microcentrifuge tube together with a volume of RNA constituting between 3 and 
5 mg (to a maximum volume of 11.5 mL). Add RNase-free water to bring the 
total volume to 12.5 mL (see Note 1). 

2. Incubate at 70°C for 10 min. Quench the reaction on ice for 2 min. Briefly spin 
and set back on ice. 

3. To each tube, add 5 mL first-strand buffer, 2 mL of 0. 1 M DTT, 1 mL of 25 mM 
dNTPs, 0.5 mL of RNasin (40 U/mL), 1 mL of single-strand DNA-binding pro- 
tein (0.5 mg/mL), and 1.5 mL of RNase-free water. 

4. Add 1.5 mL of Superscript II RNase H-Reverse Transcriptase (200 U/mL) to each 
tube, and incubate at 37°C for 1 h. The total reaction volume should equal 25 mL. 

5. Inactivate the enzymes by heating to 65°C for 10 min. 

6. Store synthesized cDNA at -20°C. 

3.4. Analysis of Genomic DNA for Genotype Determination 
byASPCR 

ASPCR for G6PD and p55 genotyping consists of two rounds of PCR (see 
Note 1). 
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1 . In the first round, aliquot the following into a sterile 200-mL tube for each PCR 
reaction (total volume of 50 u,L) 1-10 u,L of genomic DNA (extracted from the 
fractionated blood cells using standard conditions), 5 (iL of 10X PCR buffer II, 2 mM 
MgCl 2 , 0.2 mM dNTPs, 25 pmol of forward primer (6J-p55 or 7g-G6PD), 25 pmol of 
reverse primer (8gR-p55 or 9gR-G6PD) (33), 1 U of Tag polymerase, and sterile 
distilled water to give a final volume of 50 jxL. 

2. Pipet 50 [iL of mineral oil taking care not to puncture the layer. Cap the tube. 

3. Perform PCR amplification in a Perkin-Elmer 9600 thermocy cling machine using 
the following conditions: initial denaturation step at 95°C for 1 min, followed by 
35 cycles of PCR at 94°C for 40 s, 62°C for 1 min, and 72°C for 1 min. 

4. Visualize amplified PCR product in all reactions by agarose gel electrophoresis. 
Use a 1% agarose gel and IX TAE running buffer. Load 5 mL of PCR product 
plus 1 mL of 10X gel-loading dye and include a lane containing a kHindlil marker 
in order to assess the size of the product. Run at 90 V until the dark blue dye front 
is approximately two-thirds down the gel. 

5. Stain the gel with ethidium bromide. Visualize the DNA on an ultraviolet (UV) 
transilluminator and photograph the gel. 

6. In the second round (a sample from the first round is used as a template), aliquot 
the following into a sterile 200-mL tube for each PCR reaction (total volume of 
50 \ih) 5 \iL of first-round products, 5 \iL of 1 OX PCR buffer II, 1.5 mMMgCl 2 , 
0.2 mM dNTPs, 10 pmol of allele-specific primer as forward primer (e.g., lgT or 
3gG for p55/3C, or T4 for G6PD) and the same reverse primer as that used in the 
first round of PCR (8gR-p55 or 9gR-G6PD) (33), 1 U of Taq polymerase, and 
sterile distilled water to give a final volume of 50 uL. 

7. Pipet 50 [iL of mineral oil taking care not to puncture the layer. Cap the tube. 

8. Perform PCR amplification in a Perkin-Elmer 9600 thermocycling machine using 
the following conditions: initial denaturation step at 95°C for 1 min, followed by 
five cycles of PCR at 94°C for 30 s, 64°C for 1 min, and 72°C for 1 min. 

9. Visualize 15 jxL of amplified PCR products (from each second-round PCR) in all 
reactions on 1% agarose gels. Genomic DNA from homozygote individuals will 
generate second-round allele-specific products in only one well. Genomic DNA 
from heterozygote individuals will generate second-round allele-specific prod- 
ucts in both wells (see Note 2). 

3.5. Analysis of cDNA for Determination of Clonality by ASPCR 

For rapid determination of clonality, the template for the first round of PCR 
is cDNA synthesized from total RNA by reverse transcription. Second-round 
PCR is conducted in an identical fashion as with genomic DNA. Clonal samples 
(using cDNA from heterozygous patients) will generate second-round allele-spe- 
cific products in only one well. Nonclonal samples (using cDNA from heterozy- 
gous patients) will generate second-round allele-specific products in both wells. 

4. Notes 

1. A limitation of G6PD, p55, and recently introduced IDS assay (50) is that only 
76% of Caucasian females, 62% of African- American females, and even lower 
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proportion of Asian females are heterozygous for at least one of these assays and 
thus suitable for clonality analysis. However, these limitations are now being 
overcome by assays currently under development. 
2. The first-round products always should be visualized under UV light as the same 
high molecular weight band on first- and second-round agarose gels, and thus 
serve as an internal control. 
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Telomere Length Changes in Human Cancer 

Dominique Broccoli and Andrew K. Godwin 

1. Introduction 

Telomere length is now known to be directly responsible for limiting the 
capacity of cellular division in a number of human cell types (1,2). Compari- 
son of telomere length in tumors and matched normal tissue from the same 
individual has indicated that the telomere repeat array is often shorter in tumors 
than in adjacent untransformed tissue (3-5) (Fig. 1). Changes in telomere 
length during human tumorigenesis are believed to reflect loss of terminal 
sequences resulting from the end replication problem during the cell divisions 
required for tumor formation. Although telomeres are often shorter in tumors 
than in matched normal tissue from the same individual, these telomeres are 
usually stabilized at a new length setting by the activation of the telomere main- 
tenance enzyme, telomerase (6,7). 

Telomere length is usually determined by Southern analysis of terminal 
restriction fragments (TRFs). This is technically the most simple protocol for 
visualizing telomere arrays. However, difficulties in interpreting the telomere 
length data generated from this technique arise owing to the heterogeneity in 
the number of telomeric repeats present at individual chromosome ends. In 
contrast to the discrete bands usually resulting from Southern analysis, 
telomeric signals appear as a smear of hybridization. The intensity of the signal 
is biased toward the larger telomeric fragments because these fragments con- 
tain a greater number of target sequences for hybridization. In addition, the 
TRFs being visualized via this method represent not only the canonical 
TTAGGG repeats but a variable amount of subtelomeric sequences (Fig. 2). 

Recently, two additional methods for ascertaining telomere length have been 
developed. First, hybridization of TRFs can be done in solution with an oligo- 
nucleotide probe complementary to the single-stranded protrusion present at 
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Fig. 1 . Analysis of telomere length changes in breast tumors. TRFs are from normal 
(N) and tumor (T) tissue from five individuals. Genomic DNA was digested with Hinfl 
and visualized following Southern hybridization with the telomeric oligonucleotides 
(TTAGGG) 4 and (CCCTAA) 4 . Note that TRFs are usually shorter in tumors than in 
adjacent normal tissue from the same individual. 
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Fig. 2. Telomeric arrays appear as a smear rather than as discrete bands following 
Southern analysis owing to heterogeneity in the amount of subtelomeric sequences 
(1 vs 2 and 3 vs 4) and in the number of TTAGGG repeats present at each chromosome 
end (1 vs 4 and 2 vs 3). 



the 3' ends of chromosomes (8,9). This method reduces heterogeneity in signal 
intensity owing to variable amounts of target sequence, allowing quantitation 
of telomere length to be somewhat simplified. However, there are several of 
problems associated with this technique, including the necessity of running hot 
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gels and the care to determine that one's DNA samples do not become dena- 
tured. Second, telomere length can be determined by in situ hybridization using 
peptide nucleic acid-based probes (10). This technique permits accurate deter- 
mination of telomere length based on signal intensity and allows investigation 
of telomere length on an individual chromosome basis. However, this tech- 
nique requires the generation of metaphase spreads from actively growing cul- 
tures, and data collection is onerous. Thus, peptide nucleic acid-based in situ 
hybridization is not yet suitable for analysis of telomere length in large num- 
bers of human tumor samples. 

This chapter describes the analysis of human telomere length in human 
tumors using Southern hybridization of TRFs. This is the technique that is most 
widely used in the field of telomere dynamics, and where possible, we have 
optimized the use of commercially available reagents and kits to minimize 
interlaboratory variation. 

2. Materials 

2. 1. Preparation of Genomic DNA 

1. Matched samples from tumor and normal tissue. 

2. 10XPBSA: 1.37 MNaCl, 26.8 mMKCl, 106 mMNa 2 HP0 4i 14.7 mMK 2 H 2 P0 4 . 

3. TNE lysis Buffer: 0.5 M Tris-HCl, pH 8.9, 10 mM NaCl , 15 mM EDTA. 

4. Proteinase K (10 mg/mL). 

5. Phenol (saturated with 0.1 M Tris/0.2% (3-mercaptoethanol, pH 8.0). 

6. 3 M Sodium acetate, pH 5.7. 

7. Absolute and 70% ethanol. 

8. T 10 E 20 : 10 mM Tris-HCl/20 mM EDTA, pH 7.5. 

9. RnaseA (10 mg/mL). 

10. 10% Sodium dodecyl sulfate (SDS). 

11. Phenol/chloroform/isoamyl alcohol (25:24:1) (Fisher). 

12. T^E^ 10 mM Tris-HCl/1 mM EDTA, pH 8.0. 

13. Centrifuge. 

14. Polypropylene tubes (15 and 50 mL). 

15. Rotator. 

2.2. Digestion and Quantitation of DNA Samples 

1. Hinfl restriction endonuclease and reaction buffer (New England Biolabs). 

2. Incubator. 

3. Flurometer (Bio-Rad, Hercules, CA). 

4. DNA quantitation kit (Bio-Rad) containing 10X TEN (100 mM Tris-HCl, 2 M 
NaCl, 10 mM EDTA, pH7.4), 1 mg/mL of calf thymus DNA, and 10 mg/mL of 
Hoechst 33258 (bisbenzamide). Alternatively, components for quantitation can 
be purchased separately. 

5. Cuvets. 

6. Eppendorf tubes. 
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2.3. Southern Blotting 

1. Agarose. 

2. Ethidium bromide (10 mg/mL). 

3. 5X Tris-borate EDTA (TBE) buffer. 

4. DNA molecular weight standards (New England Biolabs). 

5. Agarose gel electrophoresis chamber and power supply. 

6. 0.25 WHC1. 

7. Denaturing solution: 0.5 M NaOH, 1.5 M NaCl. 

8. Neutralizing solution: 1 M Tris-HCl, pH 7.5, 1.5 M NaCl. 

9. Hybond N (Amersham). 

10. Stratalinker (Stratagene). 

11. Transfer apparatus (capillary or electroblot). 

2.4. Probe Preparation and Hybridization 

1. Hybridization mix: 0.5 M NaH 2 P0 4 , 10% BSA, 7% SDS. 

2. Filter unit (500-mL, 0.45-u.m) (Nalgene). 

3. Hybridization setup (water bath, oven, and so on). 

4. ProbeQuant G-50 microcolumns (Pharmacia). 

5. T4 kinase and 5X Forward Reaction Buffer (Gibco-BRL). 

6. y 32 P-ATP (3000 Ci/mmol). 

7. (TTAGGG) 4 and (CCCTAA) 4 oligonucleotides (100 ng/(iL). 

8. TES: 10 mM Tris-HCl, pH 7.4, 1 mM EDTA, pH 8.0, 0.1% SDS. 

9. Pyrex dish or tupperware. 

10. 4X Saline sodium citrate (SSC), 0.1% SDS. 

1 1 . Autoradiographic film or Phosphorimager cassette. 

3. Methods 

3. 1. Preparation of Genomic DNA (see Note 1) 

It is essential that tissue samples are pathologically evaluated to minimize 
cross contamination of tumor tissue with normal tissue. Tissues should be flash 
frozen and stored at -70°C until use. 

1. Rinse approx 1 g (1 cm 3 ) of frozen tissue with IX PBSA. 

2. Decant the wash and finely mince the specimen (~1 g or 1 cm 3 ) with a razor or 
scalpel blade. 

3. Place the minced tissue into a 50-mL polypropylene tube and add 10 mL of TNE 
lysis buffer supplemented with 500 jxg/mL of proteinase K and 1% SDS. 

4. Parafilm the cap and incubate overnight at 37°C with constant rocking. 

5. Add an equal volume of phenol saturated with 0.1 M Tris/0.2% (3-mercapto- 
ethanol (pH 8.0), and mix gently at room temperature for 10-15 min. 

6. Centrifuge at 1400g for 10 min. 

7. Remove the aqueous phase (upper layer) with a wide-bored pipet (e.g., 25-mL 
disposable pipet), and transfer to a fresh 50-mL polypropylene tube. Repeat the 
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phenol extraction as described previously until the interphase between the aque- 
ous and organic layers is clear. 

8. Transfer the final aqueous phase to a fresh tube. This solution will be very vis- 
cous, and care should be taken to slowly and gently remove the aqueous phase to 
limit the contamination with the phenol solution. 

9. Add 0.1 vol of 3 M sodium acetate (pH 5.7) and 2 vol of cold absolute ethanol. 

10. Precipitate the DNA by rotating gently for 5-10 min. The genomic DNA will 
precipitate into a white stringy clump. Loosely spool strands of DNA around a 
glass pipet or a yellow pipet tip and transfer to a fresh 50-mL tube. 

1 1 . Wash the spooled DNA by rotating the DNA in 25-35 mL of 70% EtOH for 5-10 min 
at room temperature. 

12. Air-dry the DNA and place in a 15-mL polypropylene tube (Falcon 2059). 
Resuspend the DNA in 3 mL of T 10 E 20 by rotating overnight at 4°C. 

13. Add 100 ixg/mLof RNase A (10 mg/mL stock) and incubate at 37°C for 30 min. 

14. Add proteinase K and SDS to final concentrations of 200 u,g/mL and 1%, respec- 
tively. Incubate for 1 h at 48°C. 

15. Extract twice with equal volumes of phenol/chloroform/isoamyl alcohol 
(25:24:1) as described in steps 5-8. 

16. Add 0.1 vol of 3 M sodium acetate, 2 vol of cold absolute EtOH to the aqueous 
phase, and spool the DNA as before. 

17. Wash the DNA with 70% ethanol. 

18. Air-dry the DNA and then vacuum dry the pellet. 

19. Resuspend the dried DNA in 1 to 2 mL of T 10 E! by rotating overnight at 4°C. 

20. Store the DNA samples at 4°C. The concentration of the sample may be deter- 
mined using a spectrophotometer at this time, but because the viscosity of the solu- 
tion makes accurate pipetting difficult, these measurements are not very reliable. 

3.2. Digestion and Quantitation of DNA Samples 

1. Digest 5-10 jxL of the DNA sample (no more than 5 jxg) in a 50-jxL reaction 
overnight at 37°C with 25U of Hinfl. The DNA should be pipeted using sawed- 
off tips to minimize shearing and facilitate pipetting. Incubation should be car- 
ried out in an incubator rather than a water bath to minimize condensation of the 
reaction on the lid of the Eppendorf tube. 

2. Briefly spin the tubes to collect the reaction volumes at the bottom of the tube. 

3. Quantitate the amount of DNA in each reaction using the Bio-Rad fluorometer 
(or similar equipment) and the DNA quantitation kit (Bio-Rad). 

4. Prepare sufficient IX TEN (2 mL/sample to be quantitated). 

5. Add Hoechst 33258 to a final concentration of 1 u,g/mL. 

6. Zero the fluorometer using 2 mL of the TEN/dye solution. 

7. Calibrate the fluorometer by adding 5 uL of 100 u,g/mL calf thymus DNA (equiva- 
lent to a total of 500 ng of DNA). 

8. Check the calibration by adding 10 uL of 10 u,g/mL calf thymus DNA to 2 mL of 
TEN/dye solution. 
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9. Determine the concentration of DNA in each digest by adding 2 uL of the reac- 
tion to 2 mL of TEN/dye solution. 
10. Calculate the volumes required to load 1 u,g to 2.5 u,g of DNA/lane on an agarose gel. 

3.3. Southern Blotting 

1. Pour a 20 x 20 cm 2 agarose gel. The agarose mix is composed of 0.7% agarose in 
0.5X TBE buffer supplemented with 1 ug/mL of ethidium bromide. 

2. Load equal amounts of each DNA sample on the gel. We add 0.1 vol of loading 
dye to each sample. Also include molecular weight markers (see Note 2). 

3. Run the gel at 30 V until the dye front has entered the gel. The gel can then be 
turned up to 80 V or continued running at 30 V. The gel should be run for a total 
of 700-1000 Vh. 

4. Check the gel by observing on an ultraviolet light box. The gel should run until 
the 2-kb molecular weight marker is at the bottom. The majority of the genomic 
DNA should have run off the gel since Hinfl is a frequent cutter in bulk genomic 
DNA with resulting average sized fragments <2 kb. The intensity of ethidium 
bromide staining should appear equal for all lanes. 

5. Take a picture of the gel with a ruler next to the molecular weight markers. 

6. Incubate the gel for 15 min at room temperature with 0.25 N HC1 on a rotator. 
The volume should be sufficient to cover the gel completely. 

7. Treat the gel twice for 20 min each in denaturing solution on a rotator. 

8. Treat the gel twice for 30 min each in neutralizing solution on a rotator. 

9. Rinse the gel with ddH 2 0. 

10. Transfer the DNA to a Hybond N membrane by capillary transfer or using an 
electroblot apparatus. After transfer is complete, mark the location of the wells. 

11. Crosslink the DNA to the membrane by treating in a Statalinker (Stratagene) at 
1200 mJ (the "autocrosslink" setting). The membrane can be stored for an unlim- 
ited time or immediately be hybridized to detect the TRFs. 

3.4. Probe Preparation and Hybridization 

The hybridization mix is made in 500-mL aliquots and will last for months at 
room temperature. The solution should be incubated at 50°C overnight to ensure 
complete dissolution of the SDS and BSA. The following morning, the hybridiza- 
tion mix is filtered through a 0.45-nm filter unit. This step eliminates "speckling" 
appearing on the films. Where possible, the procedures below utilize commercially 
available reagents to eliminate variation from experiment to experiment. 

1 . Prehybridize the filter at 55°C in 10 mL hybridization mix for at least 30 min at 55°C. 

2. While the filter is prehybridizing, label the oligonucleotides. We use a 1:1 mixture 
of the two oligonucleotides (a total of 200 ng of oligonucleotide) (see Note 3). 

3. End label the oligonucleotides using T4 kinase and 20 pmol (12 jxL of 3000 Ci/mmol) 
of y 32 PATP for 45 min to 1 h at 37°C in a final volume of 20 uL (4 uL of 5X 
forward reaction buffer, 1 u,L of each oligonucleotide [100 ng/uL], 2 uL of T4 
kinase, 12 uL of y 32 P-ATP). 
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4. Stop the reaction by adding 30 jxL of TES to the reaction to achieve a final vol- 
ume of 50 [ih. 

5. Remove the unincorporated radionuclotide from the reaction using ProbeQuant 
G-50 microcolumns (Pharmacia). 

6. Determine the efficiency of labeling in a crude manner using a Geiger counter. 
The probe should be labeled such that the counter is saturated on the most sensi- 
tive setting when the monitor is held approx 1 in. from the tube. 

7. Add the probe to 7 mL of hybridization mix. Replace the prehybridization solu- 
tion with the hybridization solution and incubate at 55°C overnight. 

8. Wash the filter twice for 20 min each in 4X SSC/0. 1% SDS at room temperature. 
Use a Geiger counter to monitor the filter. There should be very few counts 
remaining in the center of the filter and background levels of radiation at the top 
and bottom of the filter. If necessary, wash the filter an additional time in 4X 
SSC/0.1%SDSat55°C. 

9. Wrap the filter in plastic wrap and expose to autoradiographic film or a 
Phosphorimager cassette. The exposure time and use of intensifying screens var- 
ies with experiments and efficiency of hybridization and can range from 2 h with 
two screens at -70°C to 3 d with two screens at -70°C. 

4. Notes 

1. Genomic DNA can be prepared using a number of commercially available kits. 
We have had mixed results using kits and recommend determining the quality of 
DNA prepared in this manner by running 1 jxL of the sample on a gel prior to 
digestion. Up to 50% of the genomic DNA isolated using kits may be degraded 
and therefore unsuitable for this type of analysis. 

2. Internal telomeric fragments of approx 2 and 2.3 kb act as internal controls for 
loading and the integrity of DNA. 

3. Because of the highly repetitive nature of telomeres, hybridization to these 
sequences is occasionally uneven. This is owing to insufficient quantities of probe 
sequence relative to target sequence, i.e., unsaturated conditions. The amount of 
oligonucleotide suggested in the protocol is usually sufficient to prevent this prob- 
lem. However, in the event of uneven hybridization patterns, 100-200 ng of 
unlabeled oligonucleotides should be added to the hybridization mix. 
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Measurement of Telomerase Activity in Human 
Hematopoietic Cells and Neoplastic Disorders 
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1. Introduction 

Human chromosomal termini, called telomeres, consist of tandem repeat 
(TTAGGG) sequences (1) and the length of this portion progressively shortens 
with each cell division (2-8). The terminal portions of chromosomes lose the 5' 
end, and, thus, since the formation of the Okazaki fragment is not accom- 
plished, DNA does not extend toward 3'. This phenomenon was proposed by 
Watson (9) in 1972 and has been designated as the end-replication problem (9-11). 
Telomeres in dividing cells become shortened and in somatic cells the prolif- 
erative capability ceases by decrement of telomere length at a critical level, 
approx 2.5 kb (5,7). Telomere shortening is observed in peripheral blood cells 
at a rate of 40 bp/yr and in cultured cells at 40-60 bp/cell division (12-14). This 
is why telomeres are referred to as mitotic clocks or mitotic bombs (75). Although 
telomere erosion occurs by division of actively proliferative cells, immortal 
cells, including cancer cells, become able to express telomerase activity syn- 
thesizing a de novo telomere DNA sequence that maintains cellular prolifera- 
tive capability and, thus, avoids proliferative crisis. 

Telomerase is a ribonucleoprotein (16,17) that is detected in >90% of pri- 
mary cancer tissues using a telomeric repeat amplification protocol (TRAP) 
assay (18). Recently, it has been demonstrated that peripheral blood cells and 
some normal hematopoietic stem cells have telomerase activity (14,19-21). 
This indicates that active proliferative cells in the component of stem cells 
have telomerase activity to prevent progressive shortening of telomeres result- 
ing in cell death. However, the telomere dynamics of the most primitive stem 
cells, which may be quiescent, have not been clarified. Telomerase activity is 
not detectable in somatic cells, except hematopoietic cells and cryptic cells in 
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the intestine (22) and hair follicles (23); thus, the definition of telomerase 
activity in cancer cells, except for hematologic neoplasias, is easy to deter- 
mine. In hematologic neoplasias, the determination of telomerase-positive cells 
derived from neoplastic clone can be difficult, because normal hematopoietic 
cells have detectable telomerase activity (24,25). This clearly indicates that 
caution should be exerted in the determination of telomerase-positive leuke- 
mia cells, and one should determine the telomerase activity quantitatively. 

1. 1. Telomere Length in Hematologic Neoplasias 

Telomere structures protect chromosomal ends from illegitimate recombi- 
nation (4,26). Thus, reduction of telomere length associated with cell division 
may induce telomeric association, e.g., the presence of dicentric chromosomes 
and chromosome instability (26). Telomere length is measurable using South- 
ern blot analysis of ///n/I-digested DNA (1). The telomeres are detected as 
smearlike bands, the most dense portion of which is measured and represented 
as a terminal restriction fragment (TRF). Thus, telomere length may vary 
among cell types and chromosomes even within a single cell, but at this time 
one can only define TRF as a representative telomere length (28). Based on 
this study, the reduction of TRF correlated with the number of division of cells 
in in vitro and in vivo conditions (15) (Fig. 1). When cultured cells became 
immortal and telomere length shortened, telomeric association became evi- 
dent, however, in clinical samples telomeric association is uncommon. Since 
detectable cytogenetic changes in clinical samples result from clonal selection 
of neoplastic cells, one might not show an exact association between telomere 
shortening and the presence of certain chromosome abnormalities. TRFs in 
peripheral mononuclear cells, possibly reflecting the TRFs of the major part of 
normal resting lymphocytes, reduced in size with aging (13,14). As reported 
previously, however, the TRFs in bone marrow cells are not particularly differ- 
ent from those in peripheral mononuclear cells (27,28). We and other research- 
ers have identified the formula for the reduction rate of TRF in peripheral 
mononuclear cells (27,28); thus, in this review the term reduced TRF means 
reduction in telomere length compared to this formula obtained from normal 
peripheral mononuclear cells. Reduction in telomere length, therefore, should 
be determined based on the age of each individual. 

1.2. Detection of Telomerase Activity in Leukemia Cells 

1.2.1. Detection of Telomerase Activity 

The introduction of the TRAP assay based on a polymerase chain reaction 
(PCR) by Kim (see refs. 18, 29, and 30) has made it possible to detect 
telomerase with a much greater sensitivity than previously (31). With this 
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Fig. 1. Reduction in telomere length depends on cell division. Without the presence 
of telomerase activity, likely in normal somatic cells, telomere length reduces its size 
owing to the end-replication problem. At the Ml crisis, most cells cease cell division. 
DNA virus transformed somatic cells can overcome the Ml crisis without upregulation 
of telomerase activity. At the M2 crisis, cells without telomerase activity stop dividing 
and senesce. In cancer cells, even though they have reduced telomere length, they 
maintain cell replication owing to upregulation of telomerase activity (i.e., the telom- 
ere-telomerase hypothesis originally proposed by Harley [15]). 



method, telomerase activity was demonstrated in >90% of primary tumors and 
almost all established cancer cell lines (18). TRAP assay uses a certain protein 
content, and dilution experiments permit the determination of inhibitor(s) for 
PCR. It is easy to count blood mononuclear cells, including leukemia cells; 
therefore, we counted the number of cells and used them for the TRAP assay. 
This allows us to calculate the telomerase activity easily. Moreover, as reported 
previously, hematopoietic stem cells and peripheral mononuclear cells in 
younger individuals have detectable telomerase activity (14,20); thus, we modi- 
fied the TRAP assay to detect telomerase activity semiquantitatively, called fluo- 
rescence-based TRAP assay. On the other hand, Tatematsu et al. (21) developed 
a "stretch PCR assay" also to detect telomerase activity semiquantitatively. 

1.2.2. Fluorescence-Based TRAP Assay 

To semiquantitate telomerase activity, we use fluorescence end-labeled CX 
and TS primers, an internal control, and an automated laser fluorescence DNA 
sequencer (32,33). This technique allows us to determine telomerase activity 
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in real time and to calculate relative telomerase activity without using a 
photocapture system. We first calculate 2000 blood mononuclear cells and 
extract protein from the sample using a previously reported method (18). 
Telomerase activity was assessed according to the method of Kim et al. (18) 
and Piatyszek et al. (29) with modifications using the TRAP-eze detection kit 
(Oncor), and an automated laser fluorescence DNA sequencer. The TRAP 
assay procedure was performed according to the supplier' s instruction and the 
report by Holt et al. (34). The frozen cell pellets were dissolved in 10-30 uL of 
IX CHAPS lysis buffer, incubated on ice for 30 min, and then centrifuged at 
10,000g for 30 min at 4°C. The supernatants were collected, and the protein 
content was determined using standard procedures (BCA protein assay). 
Briefly, 2 ^iL of the cell extract (equivalent to 3 fxg of protein) was added to a 
48-^L reaction solution consisting of 10X TRAP buffer (Oncor), 50X 
deoxynucleotide triphosphates (dNTPs) mix (Oncor), 10 pmol of fluorescein 
isothiocyanate-labeled TS primer 5'-AAT CCG TCG AGC AGA GTT-3' (5'- 
end labeling using FluorePrime™; Pharmacia Biotech, Uppsala, Sweden), 
TRAP primer mix already including a 36-bp internal standard (Oncor), 2 U of 
Tag polymerase (Takara Shuzo, Shiga, Japan), and distilled H 2 0. The mixture 
was incubated at 30°C for 10 min and then was heated at 90°C for 90 s. The 
PCR conditions were 30 cycles of 94°C for 30 s, 55°C for 30 s, and 72°C for 
1.5 min. The PCR products (1 .5 ^L) were subjected to 12% denaturing electro- 
phoresis in an automated laser fluorescence DNA sequencer II (Pharmacia 
Biotech) and analyzed by the Fragment Manager program (Pharmacia Biotech). 
To compare the relative amount of telomerase activity between samples, a ratio 
of the 36-bp internal standard to the telomerase peak was calculated (Fig. 2). 
To confirm that the sample contained telomerase activity, multiple periodic 6-bp 
peaks of telomerase signal had to be detected, and preincubation of the extract 
with heat (95 °C, 1.5 min) or RNase eliminated the periodic peak. 

1.3. Telomerase Activity in Normal Hematopoietic Cells 

1.3.1. Telomerase Activity in Hematopoietic Stem Cells 

Human hematopoietic stem cells are considered to be enriched in CD34 + 
cells' population, although in the mouse most primitive stem cells exist in the 
CD34" fraction, and it is still controversial whether or not human hematopoi- 
etic stem cells exist in the CD34" fraction. In the CD34 + cell fraction, cells 
with CD38 antigen have more committed characteristics with elevated 
telomerase activity compared with the CD34 + /CD38 + population (20). 
Engelhardt et al. (35) confirmed this evidence that telomerase activity in 
CD34 + /CD38 + cells exceeds levels in CD34+/CD38" and CD34" cells. They 
also demonstrated that telomerase activity is highest in bone marrow CD34 + 
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Fig. 2. Fluorocurve of the fluorescence-based TRAP assay. Each 6-bp peak corre- 
sponds to telomerase activity. In comparison with the area of the 36-bp internal con- 
trol signal, telomerase signals could be calculated and determined as relative 
telomerase activity (39). 



cells followed by peripheral blood and umbilical cord blood. It is noteworthy, 
that they did not observe any particular difference in telomere length between 
bone marrow CD34 + cells and peripheral blood (7.6 kb vs 7.4 kb), but that cord 
blood cells had long telomeres (10.4 kb) (35). Moreover, they found a correla- 
tion between telomerase activity, cell cycle status, and the expression of cyclin 
Dl and cyclin A (35). Other investigators also confirmed these observations 
(36,37). Chiu et al. (38) demonstrated that early progenitors (CD34 + /CD71 + ) 
expressed telomerase activity at a higher level, which was subsequently 
downregulated in response to cytokines, and that primitive hematopoietic stem 
cells (CD34 + /CD71 low /CD45RA low ) had low levels of telomerase activity (38). 
Moreover, c-kit negative cells in the CD34 + fraction are considered to contain 
the most primitive stem cells within the CD34 + fraction. 

Regarding telomerase activity, CD34 + /c-kit" cells carry very low telomerase 
activity, whereas those with CD34 + /c-kit~ apparently have telomerase activity 
(Fig. 3) (39). This clearly indicates that most primitive hematopoietic stem 
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Fig. 3. Telomerase activity in hematopoietic stem cells sorted. Both cord blood 
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CD34 + /c-kit high and CD34 + /c-kit low . These results indicate that CD34 + /c-kir cells may 
be the most primitive hematopoietic stem cells. TPG, total product generation. 
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Fig. 4. Schematic presentation of differential level and expression of telomerase 
activity in hematopoietic stem cells. 



cells might be low or negative for telomerase activity, and after they enter the 
cell cycle they become telomerase positive (Fig. 4). Thus, most primitive stem 
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cells may not have telomerase activity since they are quiescent, and it is cur- 
rently demonstrated that cells in the GO phase do not express telomerase activ- 
ity. When a part of them enters a proliferative population, telomere erosion 
starts and telomerase activity may be upregulated. 

The telomere-telomerase relationship allows us to speculate that there is a 
certain controlling mechanism or mechanisms that upregulate telomerase 
activity. Therefore, all these results supported the concept that purified 
hematopoietic stem cells show dramatic functional differences in turnover time 
and the ability to produce cells with stem cell properties (40). 

1.3.2. Telomerase Activity in Normal Peripheral Blood Cells 

Peripheral blood mononuclear cells obtained from normal individuals show 
detectable telomerase activity (14,20,21). As Tatematsu et al. (21) demon- 
strated, peripheral leukocytes from younger individuals show detectable 
telomerase activity, whereas those in older individuals do not. The exact 
mechanism of downregulation of telomerase activity with aging is obscure. 
Our study demonstrated that about half of the samples of peripheral mono- 
nuclear cells obtained from subjects older than 40 yr did not have detectable 
telomerase activity and the remaining samples had very low telomerase activ- 
ity (14). By contrast, all samples obtained from subjects younger than 20 yr 
have detectable telomerase activity and show relatively high telomerase activ- 
ity when compared with those age 20 yr (14). Thus, telomerase activity in nor- 
mal individuals younger than 40 yr progressively declined with increased age, 
whereas those age 40 yr or older had a very low level or no detectable 
telomerase activity that was stably maintained (Fig. 5). In peripheral granulo- 
cytes, however, no telomerase activity was detectable (41). 

1.3.3. Upregulation of Telomerase Activity After Cytokine or Mitogen 
Exposure 

Most primitive bone marrow progenitors expressing telomerase activity 
showed downregulation of activity after cytokine exposure (35,36); Yui et al. 
(36) demonstrated that telomerase activity was up-regulated after culturing 
purified hematopoietic stem cells (CD34 + /CD71 low /CD45RA low ) with stem cell 
factors, interleukin-3 and Flt3-ligand, but not with a combination of stem cell 
factor and Flt3-ligand, indicating that IL-3 is a key cytokine in the differentia- 
tion of hematopoietic stem cells. Engelhardt et al. (35) also found that 
telomerase activity was upregulated within 48-72 h after culturing with IL-3, 
IL-6, erythropoietin, and granulocyte colony-stimulating factor, decreasing to 
baseline after 3 to 4 wk. 

It is well known that mitogen-stimulated lymphocytes show upregulation of 
telomerase activity (20): circulating T-lymphocytes (20,42) and B -lymphocytes 
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Fig. 5. Relative telomerase activity in peripheral blood mononuclear cells obtained 
from normal individuals of various ages. Most individuals younger than 20 yr had 
detectable telomerase activity. However, about 50% of individuals older than 40 yr 
had no telomerase activity in the peripheral blood cells (14). 



(19,43) in peripheral blood have telomerase activity. In T-lymphocytes, 
telomerase upregulation was noted by stimulation of not only anti-CD3 mono- 
clonal antibody but also Ca ionophore and phorbol myristate acetate, which 
were considered to be the stimulants that bypass T-cell receptor signaling 
(44,45). It was also demonstrated that telomerase activity is induced in the 
B-lymphocyte activation of the antigen-specific immune response (46-49). 

1.4. Telomerase Activity in Acute Leukemia 

1.4. 1. Telomerase Activity in Freshly Obtained Acute Leukemia Cells 

Most acute leukemia cases have reduced telomere length, and this may rep- 
resent active cell division. It has been demonstrated that leukemia cells have a 
short telomere length at the time of diagnosis and that their length returns to 
within the normal range during the complete remission state (27,28). This trend 
is particularly common in acute myelogenous leukemia (AML) (27,28,50) and 
acute lymphoid leukemia (57). Although Takeuchi et al. (50) reported that 
t(8;21) acute leukemia had a significant short telomere length at the time of 
diagnosis, other investigators did not confirm this change (27,28). In acute 
leukemia, a significant overlapping of telomerase activity between acute leu- 
kemia cells and normal peripheral mononuclear cells has been reported (52,53). 
In some patients with acute leukemia, telomere length decreases, but the short- 
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Fig. 6. Relative telomerase activity in acute leukemia patients. Patients with AML- 
M3 had low but detectable telomerase activity. About 70% of acute leukemia patients 
had high telomerase activity compared with that of age-matched normal individuals. 



ening of telomeres might not reach the critical level for upregulation of 
telomerase activity, whereas some leukemia patients may have normal TRFs 
that may result from upregulation of telomerase activity. This is supported 
by the finding that the length of TRFs and level of telomerase activity in each 
patient did not show any particular correlation (52). 

Thus, we should determine both TRF length and telomerase activity in leu- 
kemia patients. In previously reported studies, about 70% of acute leukemia 
patients had elevated telomerase activity at the time of diagnosis (52-54), and 
the remaining patients had detectable telomerase activity but within the age- 
matched normal range (Fig. 6). By using a stretch PCR assay, Tatematsu et al. 
(21) demonstrated that most AML patients in their study had telomerase activ- 
ity. At the time of relapse, higher telomerase activity was noted compared with 
that at the time of diagnosis (52,54). This may partially support the concept 
that relapsed leukemia cells have more malignant characteristics. Neverthe- 
less, although most acute leukemia patients have shortened TRFs, some acute 
leukemia patients hve telomeres that might not reach the critical point for reac- 
tivating telomerase activity. It has been demonstrated that telomerase activity 
in myeloid leukemia cells is downregulated during the process of cellular dif- 
ferentiation (53). AML is categorized into several subtypes based on morpho- 
logic and cytologic characteristics (M0-M7), and some of them have cellular 
differentiation mimicking either normal or catastrophic differentiation. This 
suggests the possibility that telomerase activity in certain leukemia cells show- 
ing differentiation potential may be downregulated. Another key point is that 
telomerase activity in leukemia cells may be controlled by the cell cycle; qui- 
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escent cells (e.g., cells in the GO phase and most primitive stem cells) have 
downregulation of the expression of telomerase activity. It is well known that a 
part of the population of de novo leukemia cells enters the GO phase. These 
observations may indicate that telomerase activity in leukemia cells may 
depend on the population of leukemia cells in certain cell-cycle phases and 
with cellular differentiation, in addition to controlling the mechanism of the 
telomere-telomerase relationship . 

Zhang et al. (53) demonstrated that acute leukemia patients with high 
telomerase activity are significantly frequent among in patients showing -7/7 q- 
and 1 lq23 anomalies, and high telomerase activity indicates an extremely poor 
prognosis. As already discussed in a study by Ohyashiki et al. (52), about 30% 
of acute leukemia patients had telomerase activity within the normal range. 
About 10% of the acute leukemia pateints had high levels of telomerase activ- 
ity (equivalent level of telomerase activity in solid tumors), and they had a 
significantly poorer outcome (Fig. 7): all of them expired within 12 mo after 
the diagnosis of acute leukemia (52). Therefore, high levels of telomerase 
activity in acute leukemia might be an indicator of unfavorable prognosis. 
Acute leukemia patients with extremely high telomerase activity consisted of 
one patient with AML and four with ALL, and they showed t(6;9), t(9;22), and 
t(17;19) anomalies (52), and these cytogenetic changes were linked to poor 
outcome. Thus, although acute leukemia patients with high levels of telomerase 
activity might have an unfavorable prognosis, it is difficult to conclude whether 
prognosis of those leukemia patients is related to upregulation of telomerase 
activity or transformation activity related to gene translocation. 

1.4.2. Telomerase Activity Downregulate in Differentiated Leukemia Cells 

In patients with acute promyelocytic leukemia (FAB-M3), telomerase activ- 
ity is not elevated compared with other types of leukemia (52). In a differentia- 
tion experiment using an AML cell line, HL-60, cells differentiated using 
all-?ra«s-retinoic acid had reduced telomerase activity (53,55,56,57). However, 
some differentiated cells without proliferative capability maintain elevated 
telomerase activity, indicating that the signaling pathway that affects cellular 
differentiation may also reduce telomerase activity independently. Although 
some solid tumors with differentiation have relatively low telomerase activity 
compared with those with undifferentiated tumors, the level of telomerase 
activity is not simply related to differentiation stage of cancer cells. 

1.5. Telomere Dynamics in Chronic Leukemia 

1.5.1. Telomerase Activity in Chronic Myeloid Leukemia 

Chronic myelogenous leukemia (CML) is characterized by a specific 
t(9;22)(q22;q34) chromosomal translocation that creates p210 BCR/ABL chimeric 
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Fig. 7. Survival probability of acute leukemia patients depends on telomerase 
activity. Acute leukemia patients with high telomerase activity (relative telomerase 
activity >50, equivalent to solid tumor level) had a significantly poorer outcome com- 
pared with those with <50 relative telomerase activity (52). 



protein, and this is important in signal transduction, which promotes prolifera- 
tion of leukemia cells. In CML, most patients in the chronic phase have short- 
ened telomere lengths. The most likely explanation for this observation might 
be that active cell division of hematopoietic stem cells without apparent 
elevated telomerase activity resulted in telomere erosion. However, hemato- 
poietic cells possess telomerase activity and CML is one of the stem cell dis- 
eases, thus, reduction rates of telomeres in CML patients in the chronic phase 
overcome the rate of repair of chromosomal ends by telomerase activity. The 
high replicative capability of CML cells might result in progressive telomere 
shortening. Telomerase activity in the chronic phase of CML is enhanced. 
There is no significant difference in telomerase levels between peripheral 
mononuclear cells from normal subjects (resting lymphocytes) and mono- 
nuclear cells (myeloid cells) of CML cells (58). However, granulocytes from 
normal individuals do not express telomerase activity; upregulation of 
telomerase activity in CML myeloid cells might represent neoplastic charac- 
teristics. Telomerase activity in granulocytes in CML patients might be 
downregulated during the process of granulocytic differentiation, as reported 
by Zhang et al. (53) using myeloid leukemia cells. Thus, the telomerase activ- 
ity in the granulocytes of CML patients might not exactly reflect telomerase 
activity in the stem cells of CML patients. Blast crisis in some CML patients is 
accompanied by additional cytogenetic anomalies, and blastic transformation 
is considered to result from genetic alterations and clonal selection. 
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Fig. 8. Survival probability of CML patients depends on telomere length. CML 
patients with telomere length within the age-matched normal range had a significantly 
better outcome compared with those with shortened telomere length (59). 



1 .5.1 .1 . Telomere Dynamics in CML in the Chronic Phase 

In the chronic phase of CML, low, but detectable, telomerase activity is 
demonstrated (21,58,59). Telomere length in the chronic phase varies and some 
patients show normal telomere length (i.e., TRF length within the normal 
range) (59). We have demonstrated that CML patients with normal TRF lengths 
at the time of diagnosis responded well to interferon- alpha treatment, and they 
had a favorable prognosis (Fig. 8) (59). This indicates that telomere length in 
CML patients may reflect disease severity and further suggests that measure- 
ment of telomere length might provide an indicator for interferon-alpha treat- 
ment. When CML patients were divided into two groups according to TRF 
length, CML patients with normal TRF length had significantly low levels of 
telomerase activity compared with those with shortened TRF length at the time 
of diagnosis (59). It is possible, therefore, that CML patients with short telom- 
ere length with elevated telomerase activity might reflect the excess amount of 
myeloid progenitor cells and be related to disease severity. 

1 .5.1 .2. Telomerase Activity in CML in the Blastic Phase 



In blast crisis, telomerase activity is significantly elevated compared with 
that in the chronic phase (Fig. 9) (21,58). It is still controversial whether 
elevated telomerase activity in the blast phase reflects blast clones in the 
chronic phase or whether it is owing to reduction in telomeres (24,25). We 
have reported a relationship between reduction in telomere length and reacti- 
vation of telomerase activity during the process of establishing leukemia cell 
lines (60). In the chronic phase, reduction in telomere length was not remark- 
able (61), but telomeres became shortened to the critical point, and high 
telomerase activity was evident when they developed blast crisis. If the short 
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Fig. 9. Relative telomerase activity in CML patients in the chronic and blastic 
phases. A significant elevation of telomerase activity was noted in the blast phase, and 
most patients with high telomerase activity showed additional cytogenetic changes. 
PB, peripheral blood cells; BM, bone marrow cells. 



telomeres and high telomerase activity reflect blast cells that exist in the chronic 
phase (preexisting as a minor clone), how can one explain why they show very 
short TRFs in the blast phase? 

The blast cells in both the chronic and blast phases carry the Ph transloca- 
tion and they may have transforming potential. Thus, the most plausible explana- 
tion for the telomere dynamics in CML might be that Ph chromosome-positive 
cells, including CML stem cells, have a high proliferative potential in the chronic 
phase that may overcome telomerase activity, resulting in progressive erosion 
of telomeres. CML stem cells that can produce blast crisis (actually present in 
the chronic phase) may be quiescent. Thus, they may keep telomere length 
without the presence of upregulated telomerase. However, we do not have any 
evidence that blast cells in the chronic phase are quiescent until blast crisis is 
clinically detectable. One can speculate that additional genetic changes cause 
the quiescent blast cells to "wake up," and then the blast cells obtain high pro- 
liferative capability resulting in the telomere length becoming shorter and 
shorter. Furthermore, this process may upregulate telomerase activity. Accord- 
ing to this hypothesis, telomere dynamics in the chronic phases and blast phase 
might not be similar events. This aspect might be clarified by detecting 
telomerase activity at each cell level in the chronic and blast phases. 
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1.5.2. Telomerase Activity in Chronic Lymphocytic Leukemia 

In chronic lymphocytic leukemia (CLL), Counter et al. (19) telomerase 
activity was reported to be undetectable in the stable phase, whereas in the 
blast phase telomerase is upregulated. The important evidence for this is that 
telomerase activity in the CLL-stable phase is undetectable; thus, it is lower 
than in normal peripheral blood cells. This indicates that telomerase activity is 
not related to the mass of neoplastic cells but is linked to the population of 
quiescent cells. In CLL patients, active production of CLL cells is present, but 
once the cells (CLL cells in the peripheral blood) become quiescent, they lose 
their telomerase activity, indicating that telomerase activity in neoplastic cells 
could also be downregulated. When CLL cells actively proliferate (terminal 
phase), they restore or show upregulation of telomerase activity. Therefore, it 
is easy to consider that upregulation and downregulation of telomerase activity 
can be coexistent not only in the same patient but also in the same tumor. 

1.6. Telomere Dynamics in Myelodysplastic Syndromes 

Myelodysplastic syndrome (MDS) encompasses a heterogeneous category of 
diseases showing cytopenia in the peripheral blood and characteristic dysplastic 
morphologic features (62). Approximately 30% of MDSs develop into leukemia, 
but some of them suffer from "bone marrow failure." We reported an association 
between the disease progression pattern and reduction of telomeres in the devel- 
opmental process of disease in MDS patients (63). The likely explanation of the 
genetic change during the process of disease progression is the genetic instability 
that was demonstrated by microsatellite alteration. Although the question of any 
correlation among cytogenetic changes, microsatellite alteration, and telomere 
reduction in MDS patients is obscure, this may be partially owing to the hetero- 
geneous category of this disease entity. Chromosomal changes related to telom- 
ere reduction are also rarely seen in MDS with disease progression. Therefore, 
we focused on the disease progression pattern in MDS and cytogenetic changes 
or telomere length. Some MDS patients showed telomere reduction and karyo- 
typic progression with disease progression, whereas some had telomere shorten- 
ing before disease progression with multiple chromosomal changes. Telomere 
shortening was evident in all subtypes of MDS; thus, the replication history in 
each MDS patient that depends on telomere erosion is not related to the percent- 
age of blast cells. There have been no reports regarding telomerase activity in 
MDS patients. Further studies in this field might disclose a possible association 
between telomere dynamics and the outcome of MDS patients. 

1.6.1. Telomere Length in Myelodysplastic Syndromes 

As mentioned below, telomerase activity in MDS patients is detectable but 
not as elevated as in those with de novo acute leukemia, and telomere length is 
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correlated with disease severity (64). About 70% of MDS patients had short- 
ened TRF length. This might be owing to the insufficient upregulation mecha- 
nism of telomerase. MDS patients with shortened TRF length had a 
significantly high incidence of cytogenetic abnormalities, multiple cytopenias, 
and marrow blast percentage. Patients with shortened TRF length were fre- 
quently seen in the International Prognostic Scoring System (IPSS) (65) high- 
risk group (p < 0.01) (66). MDS patients with shortened TRF length had a very 
poor prognosis (p < 0.01), suggesting that telomere dynamics may be linked to 
clinical outcome in MDS patients (66). Thus, an abnormal mechanism of 
telomere maintenance mechanism in subgroups of MDS patients may be an 
early indication of genomic instability. This study demonstrates that telomere 
stability is frequently impaired in a high-risk group of MDS patients and sug- 
gests that in combination with the IPSS classification system, measurement of 
TRFs may be useful for risk stratification and, in the future, management of the 
care of MDS patients (66). 

1.7. Conclusion 

Telomeres are very important structures that protect chromosomal ends from 
recombination, but the structure itself induces irreversible reduction without 
the presence of telomerase activity. Researchers are now collecting evidence 
of telomere dynamics in clinical samples, but we are still far from being able to 
discuss telomere dynamics and chromosomal changes in such materials. 
Although there is a growing body of evidence that telomerase might be a very 
important key enzyme to obtain immortality, and possibly oncogenesis, other 
pathways for immortal characteristics are currently being reported. Moreover, 
we do not have any evidence at hand to indicate whether quiescent cells, espe- 
cially most primitive stem cells, have telomerase activity or not (67-73). 

2. Materials 

2. 1. Preparation of Cell Lysate 

1. Wash buffer: 10 mM HEPES, pH 7.5, 1.5 mM MgCl 2 , 10 mM KC1, 1 mM 
dithiothreitol. 

2. Lysis buffer: 10 mM Tris-HCl, pH 7.5, 1 mM MgCl 2 , 1 mM EGTA, 0.1 M 
phenlymethylsulfonyl fluoride, 5 mM |3-mercaptoethanol, 0.5% CHAPS (Pierce), 
10% glycerol. 

2.2. Amplification 

1 . Fluorescence-labeled CX reverse primer: 5 ' CCC TTA CCC TTA CCC TTA CCC 
TTA 3'. 

2. Ampliwax (Perkin-Elmer). 

3. 1 M Tris-HCl, pH 8.3. 
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4. 50mMMgCl 2 . 

5. KC1. 

6. Tween-20. 

7. 0.1MEGTA. 

8. Deoxynucleoside triphosphates: 2.5 mM each. 

9. Fluorescent-labeled TS forward primer: 5' AAT CCG TCG AGC AGA GTT 3'. 

10. T4 gene 32 protein (Boehringer Mannheim). 

1 1 . Bovine serum albumin (BSA). 

12. Tag DNA polyerase. 

13. RNase. 

14. Thermal cycler. 

2.3. Analysis 

1. Long Ranger polyacrylamide gel mix (AT Biochem). 

2. IX Tris-borate EDTA (TBE): 45 mM Tris-borate, 1 mM EDTA. 

3. Loading buffer: 90% formamide, 10% blue dextran. 

4. Fluorescent size markers (100, 150, and 200 bp). 

5. ALF automated DNA sequencer II (Pharmacia Biotech). 

6. ALF Fragment Manager Program (Pharmacia Biotech). 

3. Methods 

3. 1. Preparation of Cell Lysate 

1. Resuspend 1 x 10 7 cells from either fresh samples or dimethylsulfoxide-free 
samples stored at -80°C in 1 mL of ice-cold wash buffer, and centrifuge at 
16,000gat4°Cfor 1 min. 

2. Resuspend the cell pellets in 100 jxL of ice-cold lysis buffer. 

3.2. Amplification 

1 . Lyophilize 0.1 jxg of fluorescence labeled CX reverse primer in a microtube, and 
seal with Ampliwax. 

2. Add 50 uL of TRAP reactions above the wax barrier containing 20 mM Tris-HCl, 
pH 8.3, 1.5 mM MgCl 2 , 63 mM KC1, 0.005% Tween-20, 1 mM EGTA, 50 \iM 
deoxynucleoside triphosphates, 0.1 jxg of fluorescence labeled TS forward primer, 
1 ngof T4gene 32 protein, 0.1 mg/mLof BSA, 2 U of Tag DNA polymerase, and 
5 [ig of the CHAPS cell extract. For RNase treatment, incubate 5 jxg of extract 1 jxg 
of RNase for 20 min at 37°C before PCR amplification. For standardization of 
telomerase activity, we used internal telomerase assay standard (provided by Prof. 
Jerry W. Shay, Department of Cell Biology and Neuroscience, The University of 
Texas, Southwestern Medical Center, Dallas, TX) generating the 150-bp product 
or internal standard (TRAP-eze kit; Oncor) generating the 36-bp product. 

3. Place the prepared microtube at 22°C for 10 min for telomerase-mediated exten- 
sion of the TS primer. Heat-inactivate the reaction mixture at 90°C for 90 s. 

4. Perform the PCR in a thermal cycler under the following conditions: 27 cycles of 
94°C for 30 s, 50°C for 30 s, and 72°C for 90 s. 
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3.3. Analysis 

1. Prepare an 8% denaturing gel (Long Ranger) containing 6 M urea according to 
the supplier's instructions. Use glass plates for the ALF DNA sequencer II. 

2. Add IX TBE running buffer to the gel apparatus of the sequencer. 

3. Mix 1 \iL of the PCR product with 1 \iL of loading buffer. 

4. Denature for 1 min at 95 °C, and then chill quickly on ice. Load the samples on 
the 8% denaturing gel. Use 100-, 150-, and 200-bp fluorescent size markers. 

5. Run the DNA sequencer. 

6. The fluorescent gel data obtained by the ALF DNA sequencer II are collected 
and analyzed automatically by the Fragment Manager Program. Each fluorescent 
peak is quantitated in terms of size (base pair), peak height, and peak area. 
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ers useful in diagnosis and in the assessment of disease progression and prognosis. In Molecular 
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of-the-art molecular techniques for elucidating the biochemical processes associated with human 
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